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PREFACE. 

The art of signaling has grown so much faster than 
has the literature on the subject that it is felt that any 
reliable textbook or reference book on this subject or a 
branch of it needs no apology. In compiling the follow- 
ing pages on "Locking," the author has attempted to 
treat this small, though important, part of a great sub- 
ject in a way that will be helpful not only to those who 
approach the study of signaling as students, but to those 
who in the shop or on the road may have felt the need 
of such information as it contains. American practice 
only is described. 

The author desires to extend his thanks to the various 
signal companies for their readiness in supplying him 
with information and to Captain Azel Ames, Jr., and to 
Mr. W. W. Lavarack, for their help in its compilation. 
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CHAPTER L— INTRODUCTORY. 

Railroad tracks comprise "Main Tracks," which are 
the principal tracks upon which trains are operated be- 
tween stations, and "Side Tracks," which are those 
auxiliary to the main tracks and used for meeting or 
passing of trains or storage of cars. To enable railroad 
trains to move from one track to another, connections 
must be made between the various tracks by means of 
switches which, being movable parts of the track, are 
required to be operated to permit the wheels to pass 
from one set of rails to another. 

The layout of the tracks at any given point on a rail- 
road may be very simple, consisting of one single track 
crossing another or a single side track connected to a 
main track; or it may be extremely complicated, com- 
prising four or more main tracks and a system of cross- 
overs connecting them together with switches leading to 
and from yards or side tracks. It is evident that if sev- 
eral train movements are to occur upon these tracks at 
the same time, the switches and crossovers should be so 
arranged as to provide for the greatest possible number 
of train movements without the interference of one train 
with another. When the large number of movements, 
that is possible upon any complicated layout of tracks, is 
considered, it is at once seen that the number which can 
be made simultaneously is small compared with the num- 
ber which conflict, and to prevent the interference of one 
train with another means must be provided for control- 
ling their movements. In yards and to some extent 
upon main tracks where the volume of traffic is light or 
the arrangement of tracks simple, this control of train 
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movements may be exercised by a switchm.an through 
the means of hand signals, though it is desirable and 
usual to use fixed signals for this purpose. These sig- 
nals, by the position of their arms by day and by the 
display of colored lights by night indicate whether trains 
must "Stop" or may "Proceed." 

Where only a few switches are provided at any given 
place on a railroad, it is customary to operate or throw 
them by means of levers mounted on some form of fixed 
stand and connected by short rods to the switch rails. 
It is evident that at any place on the road, such as at a 
junction or a yard, where there are a considerable num- 
ber of switches which are frequently operated, it would 
require the services of a considerable number of switch- 
men to throw these switches for the various train move- 
ments. It is also evident that if several switches which 
are to be handled by one man are remote from one an- 
other, considerable time and the services of a number of 
men can be saved if the levers used to throw the switches 
can, by extending the operating connections, be concen- 
trated at one point. In the same way, signals used to 
govern the movements of trains over the various tracks, 
may have the connections used for operating them so 
extended that the operating devices for a number of 
signals may be concentrated at one point. The con- 
centration of a considerable number of switch or signal 
levers in the hands of one man would naturally result 
in the operator at some time mistaking the lever which 
he was to throw and a train through this error might 
be derailed or diverted from its proper course, or a 
signal permitting a certain movement might be dis- 
played at the same time another signal permitting a 
conflicting movement was given. To prevent occur- 
rences of this kind, the various levers operating a num- 
ber of switches and signals are placed together in one 
bank or stand and are so interconnected that only proper 
and non-conflicting movements can be made. This in- 
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terconnecting of devices used to operate switches or 
signals so that their movements can only occur in pre- 
determined ways is called "Interlocking" and the as- 
semblage of the necessary stands, levers and connections 
between the levers is called an "Interlocking Machine. ,, 

If enginemen in control -of trains are to hf givfin a 11- 
thority to proceed by the indications of any fixed signal, 
it is highly important that the track or route over which 
they are to proceed should be a safe and proper one for 
the train to take. To be a safe and proper route for the 
movement of a train, the track must fulfil two conditions : 
First — It must be a route which is physically intact for the 
passage of the wheels of a train ; and second — It must be 
a route upon or with which no conflicting movement can 
be permitted at the same time. To secure a route which 
is physically intact for the passage of the wheels of a 
train, it is necessary that the movable portions of the 
track should be capable of being freely moved, accu- 
rately aligned and securely locked. 

To operate the switches or movable point frogs of a 
track layout it is necessary that power be applied 
manually through the medium of mechanical connections 
or through the agency of pneumatic, electric or other 
motors. In order to align these moving parts accurately 
the mechanisms which operate them must be capable of 
precise movement. To lock them securely, means must 
be provided not only of sufficient strength for securing 
the switches against any improper movement, but of in- 
suring that they cannot be locked unless they are in 
certain exact positions. 

As these movable parts or switches are operated from 
levers located at a distance by means of some physical 
connection, it is important to provide means to prevent 
their being moved during the passage of a train. 

In order to be certain that switches are not moved 
while a train is passing over them, some apparatus must 
be used which is so affected by the wheels of the train 
that the movement of a switch or the movement of the 
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device which locks it is prevented while the wheels are 
standing upon or passing over the switch itself. The 
apparatus generally employed for this purpose consists 
of a long bar of steel lying closely against the outside of 
the head of one of the rails of the track for a length of 
about fifty feet and connected to the rail by pivoted links 
and to the lock or switch in such manner that if the lock 
or switch is moved, motion will be communicated to the 
bar in such a way as to move it longitudinally. The 
length and arrangement of the links are such that this 
lengthways movement must result in raising the bar a 
slight distance above the rail. It is readily seen that if 
the wheels of a car or engine were standing at this point, 
the treads of the wheels which overhang the head of the 
rail on the outside, would prevent the movement of the 
bar and thus the movement of the lock or switch. Such 
devices are known as "Detector Bars." Sometimes elec- 
tric means are employed whereby the presence of the 
wheels of a train upon a given section of track will 
operate to lock electrically the lever controlling the 
movement of a given switch. 

We have briefly noted above the various functions of 
the switches, locks, detector bars, signals, etc., and it at 
once appears from the descriptions given that before a 
train should proceed over any given route, the move- 
ment over which is governed by fixed signals, certain 
movements of the apparatus should take place in the 
following order : 

First: — The signals on all routes which would conflict 
with the route which is to be given, should be placed in 
the position to indicate "Stop" to all opposing trains. 

Second: — The switches or other movable parts of the 
track should be placed in the proper position to cause 
the wheels to move in the desired path. 

Third: — The switches should be securely locked and 
the means of preventing their being unlocked while the 
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wheels are passing, should be placed in position to be 
affected. 

Fourth: — The proper signal to permit the movement 
over the route established should be placed in the posi- 
tion to indicate "Proceed." 

In order to compel the signalman to make these move- 
ments in the proper sequence without error, it is neces- 
sary that some appliances be used to actually prevent the 
movement of the levers, which operate the various 
switches, locks, detector bars, signals, etc., occurring in 
any other than the prescribed order. The appliances 
used in the interlocking machine for securing this proper 
sequence of moving, or locking, by holding certain levers 
in certain positions while other levers may be moved, or 
held, in their positions, is known as mechanical locking, 
though more commonly referred to by the name of 
"Locking." 


CHAPTER II. 


INTERLOCKING MACHINES. 


Saxby & Farmer and Style "A." 

It is not proposed in this work to treat at length of 
track layouts or their adaptation to various classes of 
train movement, nor to consider in detail the various 
types of signals or apparatus for operating and locking 
switches* These devices will be considered only as the 
operated units of an interlocking plant, in connection 
with a study of the devices and methods used for in- 
suring their movement in proper sequence and relation 
for the control of trains. 

While a knowledge of the track and signal layout at 
any given interlocking plant is, of course, essential be- 
fore an intelligent study of the locking itself is made, it 
is desirable to describe the various types of interlocking 
machines and their parts before taking up the relation 
of these various parts to the switches and signals whose 
movements they control. 

Interlocking machines are composed of a number of 
levers placed in a frame, as shown by the illustrations 
herein. These levers extend about four feet above 
the operating floor, so that they may be conveniently 
operated by the signalman, and are so mechanically inter- 
locked with one another that it is impossible for the 
signalman to set at "Clear" the signals for two conflicting 
routes at the same time. This method of interlocking 
the levers will be thoroughly explained under the heading 
"Locking/' Chapter IV. 
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There are many different types of these machines 
manufactured, both for mechanical and power plants. 
The latter will be referred to only in so far as the lock- 
ing used in connection with them is concerned. 

Interlocking machines are usually installed in suitable 
two story buildings commonly termed "Signal Towers," 
or "Signal Cabins," which are centrally located with 
reference to the functions which are operated from them, 
the tower being so placed as to enable the signalman to 
be near the apparatus which he controls and thereby 
facilitate its operation; also to secure, as far as possible, 
an equal distribution of the total amount of force neces- 
sary to operate the levers. It can be easily understood 
that if a tower were placed say two hundred feet south 
of the approximate center of the plant, the signalman 
would have to exert, in the case of a manually operated 
plant, the additional force necessary to operate the extra 
two hundred feet of connections between the levers and 
the functions controlled at the north end of the inter- 
locking. 

There are two machines used, where eight levers or 
more are required, which cover approximately ninety per 
cent, of the total output of all mechanical machines manu- 
factured. They are commonly known as the Saxby & 
Farmer machine (Fig. i) and the Style "A" (Fig. 4), 
the former having the horizontal type arid the latter the 
vertical type, of locking. 

When calculating the number of levers which are 
needed for the proper operation of the apparatus con- 
stituting an interlocking plant, the fact that the machines 
are built in four and eight lever sections should be taken 
into consideration. It is also necessary to arrange for a 
number of spare spaces, or levers, sometimes both, to 
properly provide for the additional protection which may 
be required on account of change in the existing track 
layout, or for additional tracks installed after the plant 
has been put in service. The number of these is fre- 
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quently governed by local conditions, but in most cases 
it is desirable to provide spare spaces, or levers, equal to 
at least fifteen per cent, of the total number of working 
levers. 

When arranging the order of levers and spare spaces 
or levers in a machine, it is well to take into consideration 
the fact that the existing tracks and signals may be 
changed, or other tracks and signals added, so that when 
changes are made and new functions connected to new 
levers in the machine, a convenient order of the levers 
will be maintained for operating purposes, without re- 
numbering any of the existing levers and thereby necessi- 
tating additional changes in the connections to the appa- 
ratus already installed and to the locking in the machine. 

Figures i and 4 show the two mechanical interlocking 
machines which are most generally used at the present 
time. They are known as the Saxby & Farmer and the 
Style "A," respectively. Following each illustration is 
an index of the various parts, some of which are self- 
explanatory. A short description of the remainder will 
be given. 

INDEX TO PARTS OF SAXBY & FARMER MACHINE. 



HORIZONTAL LOCKING. 

I. 

Lever. 

2. 

Latch handle. 

3. 

Latch rod thimble. 

4. 

Latch rod. 

5. 

Rocker die. 

6. 

Latch spring. 

7. 

Latch shoe. 

8. 

Rocker. 

9. 

Quadrant. 

10. 

Lever shoe. 

11. 

Machine leg. 

12. 

Back tail. 

13. 

Front tail (part of lever No. 1.) 
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14- 

Bottom girder. 

IS- 

Cap for bottom girder. 

16. 

Top plate. 

17. 

Locking bearing. 

18. 

Universal link. 

19. 

Crank. 

20. 

Locking bar driver. 

21. 

Front rail with cap. 

22. 

Back rail. 

23. 

Locking bracket. 

24. 

Locking bracket cap. 

25. 

Locking shaft. 

26. 

Cross locking. 

27. 

Longitudinal locking bar, or tappet. 

28. 

Number plate. 
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THE SAXBY & FARMER MACHINE — HORIZONTAL LOCKING. 

VERTICAL LEADOUT. 

The latch handle 2 is pivoted on the lever 1 and on the 
latch rod thimble 3. This, therefore, imparts motion, 
when operated, to the latch rod 4 and the rocker die 5. 

The latch rod thimble 3 is used to adjust the length 
of the latch rod 4. 

The adjustment of the latch rod thimble affects the 
throw of the locking; for instance, the full throw of the 
locking bars in this machine is i%"> one-half of which 
is given by raising the latch with the lever in one posi- 
tion, and the other half by lowering the latch with the 
lever in the opposite position. These throws are slightly 
varied by the adjustment of the latch rod thimble, but the 
full throw of the locking bar remains the same. 

The rocker die 5 makes the connection between the 
latch rod and the rocker. 

The latch spring 6 is compressed when the latch handle 
2 is raised ; therefore, upon releasing the latch handle, it 
is returned to its normal position by the spring 6, unless 
the lever is between the normal and reverse positions and, 
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in consequence, the foot of the latch rod 4 (see detail 
Fig. 2) is held on top of the quadrant 9. 

The latch shoe 7 holds in position the spring 6 and 
the latch rod 4, and also acts as a guide for the rocker. 

The rocker 8 is pivoted on the quadrant 9. The 
quadrant also acts as a guide for the lever 1. 

To the lever is bolted the lever shoe 10 which, in its 
turn, is pivoted on the pin resting on the bottom 
girder 14. 

The back and front tails 12 and 13 are used to connect 
the levers to the apparatus controlled. 

The bottom girder 14 is used to support the levers. 
Cap 15, for the bottom girder 14, holds in position the 
pin on which lever shoe 10 is pivoted. 

The top plate 16 carries the quadrants 9 which are 
bolted to it. Slots are cored in this plate to allow the 
levers to extend through it. 

The locking bearing 17 supports the front rails 21 and 
back rails 22 which, in turn, act as bearings for the lock- 
ing shaft 25 and as supports for the locking brackets 
23 (see detail Fig. 9). 

The universal link 18 connects the rocker 8 to the 
locking shaft crank 19. 

The crank 19 is rigidly attached to the locking shaft 25. 

The locking bar driver 20 is fastened to the locking 
shaft 25 and, when operated, drives the longitudinal 
locking 27 (Fig. 3). 

The locking brackets 23 support the longitudinal lock- 
ing 27 and the cross locking 26 (Fig. 3). 

The locking bracket caps 24 are used to hold the lock- 
ing 26 and 27 in position (see detail Fig. 9). 

The locking shaft 25 makes the connection between 
the crank 19 and the locking bar driver 20. 

Figure 3 shows a perspective view of cross locking 26 
and longitudinal locking 2*j. 

A number plate 28 is placed on each lever. Levers are 
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numbered consecutively from left to right, beginning 
with No. I. 

The levers as shown in the machine are said to be in 
the normal position ; when in the opposite position, they 
are said to be reversed. 

The locking shafts 25, when operated, turn in bearings 
on the rails 21 and 22. 

To convey a clear idea of the operation of the locking 
in an interlocking lever machine, it will be necessary to 
give an explanation of Preliminary Latch Locking. 

A lever in a machine is held in position until the latch 
rod foot (Fig. 2) has been raised above the quadrant, 
by the raising of the latch handle. Through the rocker 
and locking shaft, this movement of the latch handle 
imparts one-half of the full throw to the longitudinal 
locking which, in turn, actuates the cross locking and 
locks all conflicting levers that before this action were 
unlocked, and keeps locked all levers that should remain 
locked until the lever is moved to its opposite position 
and the latch rod foot has, by the lowering of the latch 
handle, engaged with stop on the quadrant, thereby hold- 
ing the lever in this position and completing the throw 
of the longitudinal locking. 

It can be readily understood from the above explana- 
tion that the throwing of the lever does not transmit any 
motion to the locking aijd that it is impossible to release, 
by raising the latch, a lever which should not be thrown. 

As very little power can be applied through the 
medium of the latch handle, the strain on the locking is 
small compared with that in machines where the locking 
is actuated by the movement of the lever. 

When a signalman desires to operate a lever, he raises 
the latch handle, which action releases the lever and 
imparts an upward motion to the latch rod and rocker 
die, giving the rocker one-half of its full throw. The 
rocker transmits an upward motion to the universal link 
which, through the medium of the crank, turns the lock- 
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ing shaft. This turning of the locking shaft gives, 
through the locking bar driver, one-half of the throw 
to the longitudinal locking and this, in turn, gives the 
full throw to the cross-locking. When the lever is fully 
moved to the opposite position, the latch spring forces 
the foot of the latch rod into engagement with the stop 
on the quadrant, thereby imparting the other half of the 
throw to the rocker and, consequently, to the longitudinal 
locking. 

INDEX TO PARTS OF STYLE "a" MACHINE. 



VERTICAL LOCKING. 

I. 

Lever. 

2. 

Latch handle. 

3- 

Latch rod. 

4- 

Latch shoe. 

5- 

Latch spring. 

6. 

Latch block. 

7- 

Segment. 

8. 

Rocker. 

9- 

Rocker guide. 

10. 

Back girder. 

ii. 

Front girder. 

12. 

Machine leg. 

*3- 

Lever shoe. 

14. 

Cap for bottom girder. 

IS- 

Back tail. 

16. 

Front tail. 

17. 

Tappet connecting link. 

I8. 

Tappet jaw. 

IQ. 

Tappet. 

20. 

Bottom girder. 

21. 

Locking plate. 

22. 

Front locking guides. 

23. 

Locking plate strip. 

24. 

Back locking. 

25. 

Front locking. 

*6. 

Number plate. 
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STYLE "A" INTERLOCKING MACHINE. 
VERTICAL LOCKING. 

As many of the parts of the Style "A" machine (Fig. 
4) are similar to those of the Saxby & Farmer (Fig. 1), 
such parts only as are not similar will be explained. 

The latch block 6 and roller (see detail Fig. 5) do the 
same work as the foot of the latch rod and the rocker 
die, combined, in the Saxby & Farmer machine. The 
latch block 6 is also used to adjust the length of the 
latch rod. The adjustment of the latch block also affects 
the throw of the tappet, through the medium of the 
rocker and connecting link. For instance, the full throw 
of the tappet is 1 1/16", one-half of which is given by 
the raising of the latch handle to release the lever, and 
the other half by the lowering of the latch handle caus- 
ing the latch block to engage with the stop on the oppo- 
site side of the segment. These throws are slightly varied 
by the adjustment of the latch block, but the full throw 
remains the same. 

The segment 7 is of a different design, but performs 
the same work as the quadrant used with the Saxby & 
Farmer machine. 

The rocker 8 has a lug cast on one end which extends 
through and above the segment and upon which the 
signalman may press with his foot, that he may raise 
with less effort, the latch handle 2. The rocker guide 9 
which is riveted to the lever, acts as a guide for the 
rocker. 

The back and front girders 10 and 11, respectively, 
support the segments. The back girder also acts as a 
stop for the levers. 

The tappet connecting link 17 connects the rocker 8 
to the tappet 19. The tappet jaw 18 is rigidly screwed 
to the tappet 19. The tappet 19 directly actuates the 
back and front locking, 24 and 25, respectively (see 
detail Fig. 11). 
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The locking plate 21 supports the back and front lock- 
ing 24 and 25 and guides the tappets 19. The front 
locking guides 22 are screwed to the locking plate 21, 
to support and guide the front locking 25. The locking 
plate strip 23 is placed in front of the front locking 25 
to hold it in place. The back locking 24 is placed in the 
same plane as the tappets between which this locking is 
accomplished. The front locking 25 is placed in front 
of the back locking (see detail Fig. 11). 

The operation of the Style "A" machine is practically 
the same as that of the Saxby & Farmer, and is as fol- 
lows: 

When the signalman desires to operate a lever, he first 
raises the latch handle, which, in its turn, raises the latch 
rod and latch block and compresses the latch spring. 
This releases the lever and at the same time gives the 
rocker one-half of its throw. The rocker transmits its 
throw to the locking through the medium of the con- 
necting link and tappet. When the lever has been 
moved to the opposite position, the latch spring forces 
the latch block into engagement with the stop on the 
segment and it thus imparts the other half of the throw 
to the rocker and, consequently, to the locking. 

Details of the devices previously referred to as 
"Locking" are shown in Figure 6 and are followed by a 
numerical index. These are the locking devices for use 
with the Saxby & Farmer machine. The index explains 
what the majority of these are used for but, that they may 
be more clearly understood, a plan view, together with 
end and side views of the locking as it is placed in the 
machine, is shown in Figure 9. The plan view illustrates 
where the various parts can be used, each part being 
numbered and described in the index. 

This plan of locking is called a dog chart, although, 
when drawn up for the purpose of constructing the 
locking, the drawing is simplified, as shown in Fig. 23, 
No. 3. Dog charts for Saxby & Farmer machines are 
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SAXBY AND FARMER MACHINE - LOCKING DETAILS 
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laid out, assuming a person is looking at the locking 
from the back of the machine. The arrow at the bottom 
of the figure indicates the direction in which the longi- 
tudinal bars travel when a lever is reversed. 

Locking dogs i to 10 and 13 to 17, all inclusive, are 
known to the manufacturers by these numbers, and dogs 
may be ordered simply by referring to their respective 
numbers. 

SAXBY & FARMER MACHINE — INDEX TO LOCKING DETAILS. 

1. No. i Locking dog, W x J4". 
iA. No. 1 A Locking dog, W x y 2 l 

2. No. 2 Locking dog, y 2 " x y 2 > 
2A. No. 2A Locking dog, J4" x y 2 

3. No. 3 Locking dog, J4" x y 2 > 
3A. No. 3A Locking dog, #" x y 2 ' 

4. No. 4 Locking dog, ^6" x y 2 

5. No. 5 Locking dog, y 2 " x # 

6. No. 6 Locking dog, }£" x y 

7. No. 7 Locking dog, J4" x V 

8. No. 8 Locking dog, }i" x 1 

9. No. 9 Locking dog, J4" x 1' 
10. No. 10 Locking dog, ffi' * I' 

13. No. 13 Locking dog, J4" x 1". 

14. No. 14 Locking dog, J4" x t 

15. No. 15 Locking dog, #" x 1". 

16. No. 16 Locking dog, %" x V 

17. No. 17 Locking dog, %" x r 

18. Right or left hand trunnion. 

19. Rivet, J4" x 1 5/16", for fixing 44 to locking bats. 

20. Rivet, J4" x 1 1/16", for trunnions. 

21. Rivet, J4" x 1 7/32", for }i" Locking dogs. 

22. Rivet, }£" x 1 1 1/32", for y 2 " Locking dogs. 

23. Rivet, J4" x 1 19/32", for £4" Locking dogs. 

24. Special locking dog guide. 

25. Special locking dog. 

26. Left hand swing dog, ft" thick. 

27. Right hand swing dog, ^$" thick. 
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28. Left hand swing dog, y 2 " thick. 

29. Right hand swing dog, Y*" thick. 

30. Left hand swing dog, ?4" thick. 

31. Right hand swing dog, J4" thick. 

32. Left hand trunnion. 

33. Right hand trunnion. 

34. Left hand special reach trunnion. 

35. Right hand special reach trunnion. 

36. Right hand special reach dog, J4" wide. 

37. Left hand special reach dog, $4" wide. 

38. Right hand special reach dog, 1" wide. 

39. Left hand special reach dog, 1" wide. 

40. Filling piece for locking bar. 

41. Filling piece for cross locks. 

42. Filling piece for cross locks. 

43. Filling piece for cross locks. 

44. Locking bar driver. 

45. Locking bar driving block. 

46. Locking bar driving stud. 

47. Steel pin, J^" x %", for fastening 45 to 46. 
47A. Locking bar driver, block and stud comp. 

48. Hex. bolt and nut, J4" * 1 9/16", for making splice 

in locking bars. 

49. Cotter pin, 3/32" x ££", for 48. 
49A. Locking bar, splice comp. 

50. Locking bar, J4" x J4", C. D. steel, used for longi- 

tudinal bars (tappets). 

51. Locking bar, y^" x %", C. D. steel, used for cross 

locks. 

52. Locking bar driver. 

53. Locking bar driver. 

Locking dogs iA, 2 A and 3 A are the same as 1, 2 and 
3, without the. dowel holes between the rivet holes, and 
are used only by those who do not desire to have these 
dogs doweled to the bar. Dogs 10 and 15 have no dowel 
pins, owing to there being no space for them between the 
rivets. 
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The right and left hand, or double, trunnion 18 is 
made of brass and is used as shown in Figure 9, where 
there is not room to place trunnions 32 and 33. 

Another double or universal trunnion (Fig. 7), which 
is made of wrought iron, is used by one manufacturer in 
place of 18, 32 and 33, and is found to give good service. 
The bar is bored to receive the lug on the bottom of the 
trunnion; when this is riveted to the bar, it makes a very 
rigid connection and, being made of wrought iron, wears 
well. 

Figure 8 shows two methods employed to splice the 
longitudinal locking bars, which differ from the method 
illustrated in Figure 6. 

Special locking dog 25, with its guide 24, has practi- 
cally gone out of service, as the special swing dogs 26 to 
31, inclusive, give better results. 

Special swing dogs 26 to 31, inclusive, are used to 
transmit motion from one piece of cross-locking to an- 
other, under certain conditions. For instance, in bracket 
"E" (Fig. 9), when the lever operating longitudinal bar 
13 is in the normal position, the special dog 29, pivoted on 
this bar, is not in a position to transmit movement from 
one of the adjacent pieces of cross-locking to the other, 
but when the lever operating bar 13 is in the reversed 
position, the special dog 29 will be in a position to trans- 
mit movement between the two adjacent pieces of cross- 
locking. 

It is rarely necessary to use right and left hand special 
reach trunnions 34 and 35, except where a machine is 
crowded with locking and a complicated change is neces- 
sary after the machine has been installed. This is also 
the case with right and left hand special reach dogs 36, 
37, 38 and 39. 

Locking bar driver 52 is used when constructing the 
machine, as it can then be passed over the end of the 
locking shaft before the shaft is placed in the machine, 
while driver 53 is used after the machine has been built, 
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as it can be placed on the locking shaft without removing 
the shaft from the machine. 

A cap is shown on the first locking bracket (Fig. 9), 
the rest having been omitted that they may not interfere 
with the view of the locking. 

The throw of the longitudinal locking in the Saxby & 
Farmer machine is one and three-quarter inch and, of 
the cross locking, three-eighths of an inch. 

The noses of the special dogs and of the special reach 
dogs are cut at an angle of 45 degrees when it is decided 
where they are to be used. 

The numbers 1 to 16, inclusive, which are placed at 
the top of the plan view of the locking (Fig. 9), directly 
over the cranks, represent the numbers of the levers 
which operate these shafts. 

The numbers 1 to 16, inclusive, which are shown at 
each end of the plan view, opposite the locking bars, are 
used as reference numbers, to locate dogs, etc. 

The number of longitudinal locking bars which can be 
used in a machine is practically unlimited, as it is only 
necessary to substitute larger or smaller locking brackets 
and bearings, as the case may require. 

It is rarely necessary to employ more bars than there 
are levers in the machine and, when a machine contains 
forty or more levers, the number of bars can be reduced, 
still leaving plenty of space for additional locking and, 
at the same time, decreasing the width of the machine, 
which is necessary where a tower can be only of a given 
width. 

A machine having sixteen longitudinal locking bars 
requires an eight-way locking bracket, two bars being 
placed in each space or way. 

The locking bar drivers, designated by circles, are 
numbered on dog charts to correspond to the levers con- 
trolling them (Fig. 23, No. 3), but the numbers have 
been omitted from plan view (Fig. 9) in order to avoid 
confusing them with index numbers. 
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The two special dogs which are placed directly to the 
left of locking shaft 9, on bar 10 (Fig. 9), must be so 
arranged that they both can be pivoted on the same 
trunnion. This is done by reducing the thickness of the 
•dogs where they pivot. The necessity for this construc- 
tion, however, seldom arises. 

Although ten brackets only are used in illustration 
Figure 9, it is possible to have in any machine one more 
bracket than the total number of levers and spare spaces, 
-or levers constituting the machine; for instance, seven- 
teen brackets can be used with a machine constructed 
for sixteen levers. 

Locking brackets are constructed in 4, 6, 8, 10, 12, 14, 
15, 16, 18 and 20 ways. When it is necessary to employ 
more than forty bars, necessitating brackets with more 
than twenty ways, a boss is cast on the center of the 
locking bearing, upon which is placed an intermediate 
rail which supports one end of the locking brackets, the 
other ends being supported by the back and front rails; 
for instance, if it was found necessary to use forty-eight 
hars, two twelve way locking brackets could be used. 

Two drivers can 'be placed on one locking shaft, as 
Illustrated on lever 12, Fig. 9, but one usually suffices. 

All dogs, etc., in the figure, on which numbers are not 
shown, are similar to others that are numbered. 

It is possible to place in one space two bars operated 
hy separate levers, as in the case of levers 1 and 12, the 
drivers for these levers being placed on bar 3, and the 
bar cut directly to the left of locking shaft 3. 

For explanatory purposes the locking brackets are 
lettered consecutively from right to left, beginning with 
"A." These letters are located between the plan view 
and the side elevation. 

In bracket "A" is shown a cross lock filler 43, which 
holds bars 3 and 4 from raising and drawing the driving 
hlock 45 out of the jaws of the driver 52. (See side view 
between brackets "C" and "D.") This filler is a sub- 
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stitute for the cross-locks, which are unnecessary at this 
point. 

Filler piece 40 is adapted for use as shown in Fig. 9, 
Bracket "B." It holds the bar, located in the same place, 
from springing to one side, thereby preventing the opera- 
tion of the lever controlling this bar, as it should remain 
locked with the locking arranged as shown. This filler 
takes the place of the bar, which has been cut off directly 
to the left of bracket containing the filler. Cross-lock 
fillers 41 and 42 accomplish the same work as filler 40, but 
are used under slightly different conditions. Filler 41 
takes the place of 43 where one end of the latter cannot 
extend into the locking bracket; 42 is used where only 
one bar is to be held in position. 

The cross-lock in bracket "B" is cut so as to allow it 
to slide over dog 14 and butt against the cross-lock on 
the opposite side of this dog. Dog 14 covers bars 5 and 
6, but is attached only to the bar in which the rivets are 
shown. 

In bracket "C" the cross-lock is extended above bar 
11, in order to have it as long as possible. 

In bracket "D," on bar 12, is shown a three-eighths 
special. This size is essential, as it is necessary for the 
special to swing over the three-eighths No. 4 dog be- 
neath it. 

Special reach dog 37, used in connection with the 
cross-lock in bracket "E," illustrates the method em- 
ployed to lock a dog through a special when the bars 
upon which the special and the dog occur are in the same 
space. The special is shown on bar 13 and the dog on 
bar 14. A one-half inch special is necessary at this 
point, to allow the special to slide over the riveting part 
of dog 37. Special reach dog 39 would have been neces- 
sary in place of 37, if it had been locked from both sides, 
as shown in dotted lines. 

Sliding special 25, with its guide 24, is shown on bar 
10, bracket "G." The same results are obtained with 


LOCKING 21 

this as with the special swing dog. In this bracket is 

also shown a half-inch double dog 7, attached to bar 

No. 8. The butt is similar to the one explained and 
illustrated in bracket "B." 

Special reach trunnion 34, used in connection with 
cross-locks in bracket "H," is employed for the same 
reasons that the special reach dogs are used, except that 
in this case it is necessary to raise the special. 

The locking bar splice on bar 7, between brackets "I" 
and "H," is shown to illustrate how this is applied, 
although its use is unnecessary except in large machines 
where locking bars of considerable length are required. 

A No. 3 dog, shown in solid lines, and a No. 1 dog, 
shown in dotted lines, on bars 1 and 2, respectively, in 
bracket "I," illustrate how two dogs can be placed on 
two adjacent bars located in the same space, either one 
of which will operate the cross-lock used in connection 
with it. The cross-lock is cut so as to allow it to project 
over the three-eighths dog and thus come into contact 
with the three-quarter dog. 

In bracket "J" are illustrated dog 17, riveted to bar 
12 and, directly beneath it, dog 1, riveted to bar 11. In 
this particular instance, if either bar 11 or 12 is operated, 
it will actuate cross-lock 51 and lock both dogs on bars 
7 and 8. 

That part of the figure which is entitled "Locking 
Sheet" describes the interlocking between the levers in a 
machine. 

The circles around the numbers, under the column 
headed "Locks," show that these levers are to be re- 
versed under certain conditions. For instance, to read 
a locking sheet proceed a$ follows : 

1 reversed locks no levers. 

2 reversed locks 1 normal. 

3 reversed locks 2 reversed, and 1, 13, 12 and 6 nor- 

mal. 
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4 reversed locks n normal or n reversed — 12 normal 
or 12 reversed — and, when (W) 7 is reversed, 
locks (X) 14 reversed, etc. 

Assuming that all levers are standing in the normal 
position, the signalman can reverse lever 1, but before 
he can reverse lever 2 he must return lever 1 to the nor- 
mal position, as lever 2 reversed locks lever 1 normal. 

Again, assuming that all levers are normal, the signal- 
man endeavors to reverse lever 3, but cannot do so until 
lever 2 is reversed, as lever 3 reversed locks lever 2 re- 
versed. When lever 3 is partly or fully reversed, he 
cannot throw lever 2 back to the normal position, nor 
reverse levers 1, 6, 12 or 13, as when lever 3 is partly or 
fully reversed it locks these levers in their normal posi- 
tion. 

The signalman again returns all levers to the normal 
position, after which he reverses lever 7, then tries to 
reverse lever 4, but cannot do so, because when lever 7 
is reversed, lever 14 must be reversed before he can 
reverse lever 4. 

The locking as given above can be easily traced on 
the figure. This figure is given to illustrate all the vari- 
ous locking parts used in connection with the Saxby & 
Farmer machine. The locking sheet does not cover any 
particular arrangement of switches and signals. 

STYLE "A" MACHINE— INDEX TO LOCKING DETAILS. 

i. No. I Front locking dog. 

2. No. 2 

3. No. 3 

4. No. 4 

5. No. 5 

6. No. 6 

7. No. 7 Front coupling dog. 

8. No. 8 Special swing dog. 
9A. No. 9A Tappet piece. 
9B. No. 9B " 

10A. No. 10A " 
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ioB. No. 10B Tappet piece. 

ii. No. ii 

12. No. 12 

13. No. 13 Back locking dog. 

14. No. 14 

15. No. 15 

16. No. 16 " 

17. No. 17 Back coupling dog. 

18. No. 18 Back carrier dog. 

19. No. 19 " 

20. No. 20 Front locking dog. 

21. No. 21 Front carrier dog. 

22. No. 22 Front locking dog. 

25. No. 25 

26. No. 26 

27. No. 27 

28. No. 28 

29. No. 29 

30. No. 1 Front locking guide. 

31. No. 2 

32. No. 3 

33. No. 4 

34. Special stud for use with 30. 

35. Special stud for use with 32. 

36. 14-24 x \Y%" round head machine screw for fasten- 

ing front locking guides 30, 31, 32 and 33 to lock- 
ing plate. 

37. 14-24 x y$" machine screw for use with 34 and 35. 

38. 14-24 x J4" Filister head machine screw for fasten- 

ing tappet pieces to tappet. 

39. 10-32 x 13/16" flat head machine screw used for 

fastening front locking dogs, couplers and car- 
riers to locking bar 42. 

40. 10-32 x 15/16" flat, head machine screw used for 

fastening back locking dogs, couplers and car- 
riers to locking bar 42. 
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41. Stud for fastening and pivoting special swing dog 

8 on tappet. 

42. Locking bar. 

Details of the various devices used in the construction 
of the locking for the Style "A" machine are illustrated 
in Fig. 10 and are followed by a numerical index of these 
parts. A plan view, together with end and side eleva- 
tions (shown in Fig. 11) illustrates where the different 
locking parts may be used, each part being marked with 
its corresponding index number. Such parts as are not 
numbered are similar to other parts which are numbered. 
This plan of locking is called a dog chart, although when 
laid out for construction purposes it is simplified as 
shown in sketch headed "Dog Chart." The numbers 
of the dogs shown on the dog chart correspond to those 
shown on the plan view and are so indicated, in order 
to simplify the reading of the latter. 

The locking dogs 1 to 22 and 25 to 29, all inclusive 
(Fig. 10), are known to the manufacturers by these num- 
bers and may be ordered simply by referring to their re- 
spective numbers and stating how the dogs are to be 
drilled. 

The back locking dogs are 1 3/16" wide and 9/16" 
thick, and the front locking dogs, with the exception of 
special swing dog 8, and certain dogs used in connection 
with it, are 2" wide and >4" thick. All of the above 
are shaped from steel. 

Reference to Fig. 11 shows the numbers of the levers 
which operate the tappets, placed directly above the tap- 
pets. 

The locking plate strip, located between levers 15 and 
16 and fastened to the front locking guides by means 
of 34 and 37, or 35 and 37, is used wherever necessary, 
to hold the front locking in position (see Section A- A.) 
One locking strip only is illustrated, the balance being 
omitted that they may not interfere with a clear view 
of the locking. 
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The front locking guides 30, 31, 32 and 33, which are 
made of steel, are used wherever necessary, to support 
and guide the front locking (see Sections A-A and B-B). 
The front locking guides also act as guides for the tap- 
pets. Guide 32 is employed, as shown between levers 
8 and 9, where the ends of two locking plates are at- 
tached to a machine leg, the two outer holes being 
used to fasten the guide to each of the locking plates; 
the center hole, whic his tapped, is used to receive 
the special stud 35, it being impossible to employ stud 
34 at this point, as the threaded portion of this stud 
would extend between the two locking plates. Guide 
31 is used at the same point as guide 32, although 
it is not necessary to have three holes in this guide, the 
center hole of guide 32 being used only to receive stud 35 
and screw 37 which support the locking plate strips, and 
these strips are supported only at the top and bottom 
of the locking plate, as illustrated between levers 15 and 
16. Guide 33 is used at each end of the locking plates. 
Guide 30 is used in all places except those enumerated 
above. 

The locking plates, which are attached to and sup- 
ported by the machine legs, are constructed with four 
separate spaces for locking, the upper space being known 
as space 1, the next as space 2, and so on. Two tiers of 
locking may be placed in each space, the back tier being 
called the back locking and the front tier the front lock- 
ing (see Sections A-A and B-B). 4-F and 4-B (see 
Section B-B) designate, "The 4th space, front locking," 
and "The 4th space, back locking," respectively. This 
section also shows the relative positions of the front and 
back locking dogs and locking bars. It is possible to 
place three bars, side by side, in the space provided for 
the back locking bars, and five bars, side by side, in the 
space provided for the front locking bars (see Section 
A-A, showing two back locking bars and three front 
locking bars). The locking bars are made of %" x 
¥s" C. R. steel. 
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When there is insufficient space in one tier of locking 
plates to contain the locking for a given machine, an 
additional tier of plates is added. This is accomplished 
by bolting to the bottom of the machine legs extension 
legs upon which to fasten the added locking plates. 
These extension legs are similar in design to that part 
of the machine leg illustrated in Fig. n. When more 
than one tier of locking plates is used in a machine, five 
spaces for locking are added with each additional tier of 
plates; for instance, one plate provides four spaces for 
locking, two plates provide nine spaces, three plates pro- 
vide fourteen spaces, etc. This is explained as follows: 
when two locking plates are joined together, the space 
between the lower space of the upper plate and the 
upper space of the lower plate is utilized as an additional 
locking space. This can be readily understood by refer- 
ence to the locking plate in the vicinity of lever i. 

The tappets between which the locking is accomplished 
are made of soft steel. They move downward when the 
levers are reversed, their full stroke being i 1/16". The 
inside of the tappet jaw and the flange on one side of 
the bottom girder (see Section B-B, Fig. 11) are ma- 
chine finished, to act as a stop to the movement of the 
tappet in each direction. The stroke of the back and 
front locking is 7/16". 

The dog chart in the figure illustrates the method em- 
ployed to clearly show the back and front locking, the 
back locking for each space being shown above its re- 
spective front locking. 

Tappet pieces 9 A to 12, inclusive, are secured to the 
tappet by two filister head screws 38, and two dowel pins. 

The special features of the locking details illustrated 
in Fig. 10 will be next explained. Reference to tKe dog 
chart will simplify the finding of any dogs, etc., re- 
ferred to. 

Front locking dog 2, located in the 4th space, between 
tappets 11 and 12, performs the same work as dog 3, 
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being made longer only that it may be used as a coupling 
dog, two locking bars being attached to it, as this is 
sometimes necessary where one long bar cannot be ob- 
tained. In the case illustrated, if 2 had been omitted, it 
would have been necessary for the bar to extend from 
lever 8 to lever 15. Coupling dogs are seldom required 
except in large machines necessitating the use of very 
long locking bars, and are shown in the figure only to 
illustrate how they may be applied. 

Special swing dog 8 is pivoted on special stud 41, 
which is screwed into the tappet; this, therefore, moves 
vertically with the tappet. This special swing dog is 
used to transmit motion from one part of the locking to 
another, under certain conditions; for instance, lever 2, 
when reversed, operates the locking in the second space, 
and while lever 8 remains in the normal position move- 
ment is transmitted from dog 6 to dog 5 by special swing 
dog 8, and if lever 9 remains in the normal position this 
motion is again transmitted through another special 
swing dog 8 on tappet 9, to dog 20 ; then, when lever 10 
is reversed, a third special swing dog on tappet 10 con- 
tinues the motion to dog 4, thereby locking lever 11 in 
its normal or reverse position. It is apparent that if 
lever 10 had remained in /ts normal position, the move- 
ment of dog 20 would not have been communicated to 
dog 4; therefore, the motion transmitted to dog 3 by 
the reversing of lever 2 would not have operated dog 4, 
and lever 11 would have remained unlocked. 

Coupling dog 7 is required where it is necessary to 
couple two front locking bars. This is illustrated in the 
second space, between tappets 4 and 5. 

Front carrier dog 21 is shown between tappets 5 and 6, 
in the first space. It is used wherever necessary to pre- 
vent the buckling of long locking bars. 

The method of employing dog 22 is illustrated in space 
1 between tappets 10 and 11. 

Front locking dog 25 is used in conjunction with 26, 
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27, 28 and 29, which are illustrated in space 1 between 
tappets 11 and 12; in space 3 between tappets 7 and 8, 
and 9 and 10, and in space 4 between tappets 7 and 8, 
and 8 and 9. 

Back locking dog 14 is used where it is necessary to 
connect the back locking to the front locking, under 
conditions illustrated in the third space, between tappets 
10 and 11. Another connection between the front and 
back locking is shown in space 4 between tappets 9 and 
10, a cross-section (A-A) of same being given, showing 
the front dog 6 and the back dog 16 joined together by 
means of two screws. This is illustrated on the dog 
chart by a line extending from one dog to the other and 
marked "Connect." In this particular instance lever 
14 reversed would lock lever 9 normal and reversed, 
owing to the two dogs being connected. 

Locking dog 15 is used in the back locking for the 
same purpose as locking dog 2 is used in the front 
locking. 

Coupling dog 17 is used in the back locking for the 
same purpose that coupling dog 7 is used in the front 
locking. 

Back carrier dog 18 is used as illustrated in space 1 
between tappets 2 and 3, where locking dog 16, operated 
by lever 2, locks lever 4 reversed and also butts against 
carrier dog 18, thus locking levers 7 and 10 in their 
reversed positions. Lever 3 reversed, which locks levers 
7 and 10 reversed, does not lock lever 4 reversed, as 
when 3 is reversed carrier dog 18 pulls away from lock- 
ing dog 16. It is apparent, therefore, that this arrange- 
ment of butting dogs economizes space, as it enables 
two levers to lock certain other levers and, in addi- 
tion, one of these two levers can lock any other lever or 
levers foreign to those levers locked jointly by the two 
levers. Carrier dog 18 is also used to make a connection 
between the front and back locking, similar to the con- 
nection shown in space 4, between tappets 9 and 10, 
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although in this case a locking dog 16 was used, as it 
was necessary to lock lever 9 normal and reversed. If 
lever 5, instead of lever 9, had been locked, then a carrier 
dog 18, with a back locking bar attached to it and ex- 
tending to lever 5, would have been connected to the 
front locking dog 6. 

Front carrier dog 21 can be used as a butt dog in the 
front locking, under the same conditions governing the 
use of back carrier dog 18. 

Back carrier dog 19 is used in the same manner as 
front carrier dog 21, to prevent the buckling of long 
locking bars. 

Coupling and* carrier dogs, where used to couple two 
locking bars or to prevent a locking bar from buckling, 
are not shown on dog charts, but are located wherever 
necessary, when the machine is constructed. 

This plan of locking (Fig. 11) does not cover any 
particular arrangement of tracks and signaling in con- 
nection therewith. 


CHAPTER III. 

OTHER TYPES OF INTERLOCKING MACHINES. 

The National Interlocking Machine. 

The National Interlocking Machine, illustrated in Fig. 
12, has practically gone out of service, very few of them 
having been installed in the past few years. They are 
now manufactured only for the purpose of supplying 
new machines or repair parts to railroads, which, in the 
past, have purchased machines of this type and are still 
using them. 

These machines are constructed in four and eight lever 
sections. They are somewhat similar in design to the 
Style "A" : the lever, the latch handle and its connections 
to the rocker, and the rocker and link connecting it to 
the tappet, varying only slightly in design. The motion 
imparted to the tappet by the action of moving the latch 
handle is exactly similar to that of the Style "A" ma- 
chine (Fig. 4). 

The type of locking used is very similar to that used 
in connection with the Style "A" and Johnson machines 
(Figs. 4 and 13), although a greater variety of dogs is 
necessary to secure the same results. 

The Johnson Interlocking Machine. 

What is known as the Johnson Interlocking Machine 
is illustrated in Fig. 13. 

This machine differs from other machines of the verti- 
cal type in that the tappet moves upward when the lever 
is being reversed, instead of downward ; also, the rocker 
is attached to a bracket which is rigidly connected to the 
lever and, therefore, moves with it, the connection be- 
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tween the rocker and tappet having only a vertical 
motion. This machine is built in sections which will 
receive either four or eight levers. 

The locking dogs, etc., used in this machine are simi- 
lar to those used in the National Machine (Fig. 12), 
and to those used in the back locking of the Style "A" 
machine (Fig. 4). 

Preliminary latch locking is a feature of this machine. 

Saxby & Farmer Interlocking Machine. 
Horizontal Leadout. 

Machines of the design shown in Fig. 14 are adapted 
for use on the ground floor of buildings and on the 
deck level of drawbridges, the connections leading hori- 
zontally from the levers to the track. 

The material used for its construction is the same as 
that used for the Saxby & Farmer machine, shown in 
Fig. 1, with the exception of the leg 1, the lever 2 and 
the lever shoe 3. 

Style "C" Interlocking Machine. 

The Style "C" interlocking machine is illustrated in 
Fig. 15. It is designed for the purpose of controlling 
a small number of switches and signals at points where 
the space for installing a machine is limited or where 
it is found advantageous to control a number of yard 
switches from a central point. Style "C" machines are 
built to contain 2, 4, 6, 8, 10 or 12 levers. 

It is often desirable to install this type of machine at 
locations where it is necessary to temporarily interlock a 
few switches, signals, etc., as they are comparatively in- 
expensive and can be moved from point to point, as- 
sembled. They can be operated on the ground level 
with horizontal connections, or they can be set on a plat- 
form and be vertically connected. 

This type of machine is constructed without prelimi- 
nary latch locking. 
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On account of the design of this machine only com- 
paratively simple locking can be arranged for. It is, 
therefore, inadvisable to install this type when a machine 
of more than twelve levers is required. 

Stevens Interlocking Machine. 

The Stevens Interlocking Machine, shown in Fig. 16, 
is very similar in design to the Style "C" machine (Fig. 
15), and is adapted for use under the same conditions. 
It is designed to receive 2, 4, 6 or 8 levers. 

Dwarf Interlocking Machine. 

Fig. 17 illustrates what is known as the Dwarf Inter- 
locking Machine. 

Dwarf machines are adapted for use at outlying 
switches and on elevated railroads, where they may be 
set on ties or on low platforms at track level. They can 
also be used in place of the Stevens or Style "C" ma- 
chine, excepting where a vertical leadout is necessary. 

A dwarf machine may be constructed of any number 
of levers from 1 to 8, inclusive, but it is not advisable 
to use a machine of this type where more than eight 
levers are required, as only a comparatively small quan- 
tity of locking can be satisfactorily introduced into these 
machines. 

The dwarf machine is constructed without preliminary 
latch locking. 

Dwarf Interlocking Machine, Style "D." 

Another type of dwarf machine, known as the Style 
"D," is illustrated in Fig. 18. This machine conforms 
in general design to the dwarf machine shown in Fig. 17, 
and may be employed under similar conditions. 

Electric and Electro-Pneumatic Interlocking Machines. 

The Union Switch & Signal Co. constructs two 
power machines which, in general appearance, are simi- 
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lar to each other. An illustration is given in Fig. 19. 
One of these machines is used to control the functions 
of an electro-pneumatic interlocking plant and the other 
the functions of an electric interlocking plant. 

The locking used in connection with these machines 
is a dwarf type of the Saxby & Farmer mechanical lock- 
ing illustrated in Fig. 9. 

The power interlocking machine illustrated in Fig. 20, 
which is manufactured by The Federal Railway Signal 
Company, is a miniature type of the Saxby & Farmer 
mechanical machine and is employed to control the func- 
tions of an electric interlocking plant. The locking used 
in connection with this machine is also a dwarf type of 
the Saxby & Farmer locking shown in Fig. 9. 

The power interlocking machine illustrated in Fig. 21 
is constructed by the General Railway Signal Company 
and is used to control the functions of an electric inter- 
locking plant. The locking used in connection with this 
machine is similar in design to the Style "A" locking 
illustrated in Fig. 1 1, but of reduced size. 


CHAPTER IV. 


LOCKING. 


Having described the various types of interlocking 
machines in common use for the operation of an as- 
semblage of interlocked switch, lock and signal devices 
constituting an interlocking plant, we will consider in 
this chapter the precedence and relation of the move- 
ment of these parts as controlled by the locking. This 
will be done by studying various plans of track and sig- 
nal layouts which, while not necessarily representing 
actual situations, are typical of conditions commonly met 
in practice. 

In designing the locking for any given plant it is cus- 
tomary to prepare first, a plan showing the location of 
the various tracks, switches and signals with the normal 
position of each indicated thereon together with the loca- 
tion of detector bars. (See Fig. 23.) Such plans also 
show the numbers of the levers in the interlocking ma- 
chine which are assigned for the operation of the various 
units or functions. Unless otherwise specified, interlock- 
ing plans show the position of the functions with the 
levers in the machine standing in their normal position; 
for instance, when a switch is shown in a certain posi- 
tion on such plans, it is said to be normal; if the lever 
operating this switch is thrown to its other position, it 
is said to be reversed. After the signaled and num- 
bered track plan above noted is prepared, a locking sheet 
is made (see Fig. 23), which is a table showing in 
numerical order the levers in the machine together with 
the relation between the movement of each lever and any 
other levers in the machine affecting, or affected by, its 
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movement. Brief explanations will be given regarding 
the uses of interlocking apparatus and of the method of 
signaling each track layout included herein, in connec- 
tion with making locking sheets. With the locking sheet 
as a guide, a diagram commonly known as a "Dog 
Chart" (see Fig. 23) is designed. This is used as a 
construction plan for the manufacture of the locking to 
be placed in the machine. 

Symbols for interlocking apparatus, as they are shown 
on interlocking plans, are illustrated in Figure 22 and 
are described below: 

No. 1 shows a detector bar, previously described, 
located at a derailing switch, commonly called a derail 
and used for the purpose of derailing a train which has 
disregarded a stop signal, thus preventing its movement 
to a point where it might strike another train or conflict 
with other train movements. Detector bars are also used 
to protect grade crossings. For this purpose the bars 
are located on each track as near as possible to the cross- 
ing frogs. If any part of a train remains on the bars — 
here called crossing bars — the levers operating the- bars 
•cannot be thrown and are so interlocked with the other 
levers in the machine that it is impossible to set up an 
opposing route until the wheels of the train moving over 
the crossing have cleared the bars. Track circuits are 
frequently installed at crossings in place of detector bars. 

No. 2 represents a derail open and a derail closed. The 
light arrows used on this and other sketches under 
Figure 22 to denote the route which is set up for a given 
train movement are not shown on interlocking plans, 
being used on these sketches to explain the black tri- 
angles which are the customary symbols for de'noting the 
positions of switches and derails. 

No. 3 shows two positions of a switch, one set for the 
straight route and one for the diverging route. As a 
rule, switches are normally set for the principal route. 

No. 4 shows the various positions of a double slip and 
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the two positions of the movable point frogs used in 
connection with it. These positions are governed by the 
same rules as those controlling the switch. 

No. 5 shows double slips similar to those shown in 
No. 4, with the exception of* rigid frogs being used in- 
stead of movable point frogs. 

No. 6 shows the various positions of a two-arm home 
signal. The first, or normal, position indicating that all 
trains must stop until one of the arms clears or some 
other kind of an order or signal to proceed is given. The 
second position indicates "Proceed; high speed route," 
and the third position indicates "Proceed; diverging or 
low speed route." 

No. 7 illustrates what is known as a distant signal. 
When an engineman approaches this signal and finds it 
in the first position, he proceeds without stopping, but 
prepared to stop at the home signal. If the arm is in the 
second position, it indicates that the home signal or sig- 
nals controlling it is, or are, in the clear position for the 
high speed movement. The clear position of the distant 
signal is used only to indicate that the high speed route is 
clear and, therefore, it can be cleared only when the high 
speed arm or arms of the home signal or signals in ad- 
vance is, or are, clear. 

No. 8 illustrates a one-arm bracket pole, or bracket 
mast, which is used where, owing to a lack of clearance, 
it is impossible to locate a straight pole between tracks 
"A" and "B," to govern movements on track "B." 

No. 9 shows first, the "Stop" position and second, the 
"Clear" position of the dwarf signal. This type of sig- 
nal is used to govern reverse, i. e., back-up movements 
on main tracks, or movements to or from sidings, and 
frequently, in place of high signals, for main tracks, in 
terminals and yards. 

The interlocking plan illustrated in Figure 23 shows a 
single track layout, with one siding turnout. A derail 
is placed at the fouling point on the siding to prevent a 
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train moving from the siding and colliding with a train 
on the main line. No derail is located in the main track 
opposite derail 5, which is the fouling point of the siding 
and main track, as the protection afforded by so placing 
a derail would be offset by the danger of derailment of 
high speed trains. It is usual to place derails in the 
main track only at such points as drawbridges and grade 
crossings. 

There are two methods of mechanically operating 
and locking switches, derails, etc., which affect the lock- 
ing in the machine. With one method, one lever operates 
and locks the switch and also throws the detector bar; 
this is known as the switch and lock movement. Where 
the other method is employed, the switch is operated by 
one lever and the throwing of the detector bar and lock- 
ing of the switch is performed by another lever; this is 
known as a facing point lock. The facing point lock 
arrangement, although it takes one more lever, is by 
far the better and is used by the majority of railroads. 
It is obvious that if a connection to a switch and lock 
movement breaks, the signalman may not know it and 
the switch controlled may stand half way open ; whereas, 
with a facing point lock, the switch must be entirely 
thrown in one direction or the other before the signalman 
can operate the lever which throws the detector bar and 
locks the switch, which lever it is necessary for him ft> 
reverse before he can give a clear signal for a train to 
proceed over the switch. 

The derail and the switch (Fig. 23) are operated by 
one lever, 5. A dwarf signal, 3, is located approxi- 
mately fifty-five feet back of the derail to control move- 
ments of trains from the siding. Home signal 2, which 
is located at the fouling point of the two tracks, protects 
movements over switch 5. It is placed so as to allow of 
a movement to or from the siding while a train is stand- 
ing at (in the rear of) it. No. 1 is a distant signal for 
home signal 2 and is located a sufficient distance in the 
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rear of it to enable an engineman to get his train under 
control before he reaches the home signal, which he ex- 
pects to find at "Stop," if the distant signal indicated 
"Caution" when he passed it. Levers 6 and 7 control a 
two-arm home signal, which is located about fifty-five 
feet back of the switch point, lever 7 operating the top 
arm which controls movements on the main line, and 
lever 6 operating the lower arm for movements from the 
main track to the siding. No. 8 is the distant signal for 
home signal 7. 

The different functions are so connected that when the 
signalman is operating levers at one end of the machine, 
the signals, etc., operated will be located at the corre- 
sponding end of the interlocking plant. 

The heavy black line in the tower designates the posi- 
tion of the machine and the dot represents the signalman. 
These positions must be located before a person can pro- 
ceed to allot numbers to the levers controlling the various 
functions. A standard method of numbering is used 
throughout this work. Many railroads differ in regard 
to this point. 

When numbering a signaled layout such as is shown 
in Fig. 23, it is the practice to first number the high sig- 
nals, then the dwarf signals, for movements in one direc- 
tion; then the spare spaces or levers, if any; then the 
switches, derails and facing point locks ; then more spare 
spaces or levers; and, finally, the signals for movements 
in the opposite direction. 

In Fig. 23 is shown locking sheet "A," for the inter- 
locking plant illustrated in the same figure. Before pro- 
ceeding to make this locking sheet, the routing of the 
various signals should be determined. As before noted, 
when an engineman passes a clear distant signal it indi- 
cates a clear route through the interlocking; therefore, 
the reversing of lever 1. controlling the distant signal 
should lock home signal lever 2 reversed and 2 reversed 
should lock switch and derail lever 5 normal, so that 
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switch 5 and home signal 2 will be in their correct posi- 
tions for a through movement from distant signal 1. 
Home signal lever 2 reversed also locks home signal 
lever 7 normal to prevent the clearing of two conflicting 
home signals, 2 and 7, at the same time. Dwarf signal 
lever 3 reversed locks switch and derail lever 5 reversed, 
as the derail should be closed and the switch reversed 
before a train is allowed to proceed over them. Dwarf 
signal 3 reversed also locks home signal lever 6 normal 
to prevent dwarf signal 3 and home signal 6, both being 
in the clear position at the same time. With all signals 
standing normal, lever 5 may stand normal or reversed, 
the position of switch and derail controlled by that lever 
being, under these conditions, immaterial. It is apparent 
that if any of the signals are in the clear position, it 
would be impossible to reverse lever 5, as it would be 
locked in one position or the other by the signal lever 
being reversed. Home signal lever 6 reversed locks 5 
reversed so that switch and derail controlled by lever 5 
will be in the correct position for a movement from the 
main line to the siding. Home signal lever 7 reversed 
locks switch and derail lever 5 normal, so that derail 
will be open and switch will be in the correct position 
for a movement on the main line. Lever 8 reversed, 
controlling distant signal, locks lever 7 reversed, which 
lever controls high speed arm of two-arm home signal, 
so that when, distant signal 8 is in the clear position, de- 
rail 5 will be open, switch 5 will be set for the main line 
and home signal 7 will be in the clear position, thereby 
setting up a clear route from the distant signal 8 through 
the interlocking. If a train is making a movement on 
the main line, another train cannot leave the siding, as 
5 would be locked normal by 2 or 7 being reversed, mak- 
ing it impossible for the signalman to reverse lever 3 as 
this lever cannot be reversed unless 5 is reversed. 
Again, if a train is making a movement to or from the 
siding, it is impossible to reverse lever 2 and give a clear 
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home signal, as this lever calls for 5 to be in the normal 
position and lever 5 would necessarily have to be reversed 
if a movement were being made to or from the siding. 

The locking sheet shows that 2 reversed locks 7 nor- 
mal, which is the same as 7 reversed locking 2 normal 
(see dog chart, Fig. 23, No. 2). This condition pre- 
vails in all cases where one lever reversed locks another 
lever normal, the first lever to be reversed locking the 
other lever in the normal position. 

Locking sheets should be compiled by one person and 
checked by another, but if it is necessary for the same 
person to both make and check a locking sheet, the fol- 
lowing procedure will give satisfactory results: first 
make the locking sheet in the regular way, then start 
with the last lever in the machine and make the locking 
sheet backward. Fig. 23, A-B, shows this method. 

In Fig. 23 are illustrated four dog charts, two being 
of the Style "A" and two of the Saxby & Farmer type. 
They are all made from the locking sheet "A." Sketches 
"C" and "D" illustrate the forms upon which dog charts 
are laid out. 

Before proceeding to make a dog chart it is necessary 
to study the locking sheet in order to ascertain whether 
any two or more levers lock any other lever or levers in 
certain positions, as in the case of 2 and 7 reversed lock- 
ing 5 normal. (Dog chart No. 1 shows the correct way 
of laying out this locking, and dog chart No. 2 the in- 
correct way, although the same results are accomplished 
by both.) This is also true for levers 3 reversed and 6 
reversed locking 5 reversed, but it is inadvisable to follow 
the above method in this particular case, as the butt would 
have to be placed between dogs on either side of tappet 
5, as shown dotted, in the 4th space, chart 1, and this 
would leave a very short piece of bar on the double dog 
to the right of tappet 5, which would be likely to twist 
to one side and make the butt ineffective. Of course, if 
cramped for space in a machine, the short bar referred 
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to can be extended to the right and a guide dog fastened 
to its end, which construction would make this arrange- 
ment satisfactory. 

Charts Nos. I and 3 show the proper method of laying 
out this locking, and Nos. 2 and 4 an improper method. 
The results obtained in each case are similar, in that the 
levers would be correctly interlocked with one another, 
but the number of bars and dogs used in scheme No. 2 
would be greater than necessary and, in the case of the 
Saxby & Farmer charts, the number of dogs and cross 
locks would necessarily be greater if the locking were 
laid out as shown in scheme No. 4 instead of using the 
method employed in scheme No. 3. 

In small machines, this saving of space and dogs is not 
a great factor, but when machines are composed of 
twenty-four or more levers, it becomes an important 
point, eliminating superfluous locking, and reducing the 
cost and labor of construction. 

There is really no one method of procedure superior 
to others in laying out dog charts for small machines, 
except in the case of the Style "A" it is customary to 
first use space 1, then 2, etc. 

In the Saxby & Farmer machine space is provided for 
one more locking bracket than would equal the number 
of levers in the machine, for instance, an eight lever 
machine has spaces for nine brackets, although five are 
usually sufficient. These are spaced as shown on dog 
chart No. 3, which arrangement allows additional brack- 
ets to be added at almost any point in the machine, there- 
by simplifying any changes that may be necessary after 
the machine has been constructed. 

Another point to take into consideration when laying 
out Saxby & Farmer charts, especially in small machines, 
is the advisability of keeping apart the bars operated by 
levers which lock one another, to avoid having short cross 
locks. A case of this kind is shown in scheme No. 4, 
where 6 reversed locks 5 reversed, although there is 
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space, in this particular instance, to extend the cross lock 
as shown by dotted lines. 

A spare locking bracket is placed in the Saxby & 
Farmer chart No. 3, between levers 6 and 7. This is 
provided to take care of future changes in the locking, 
although additional brackets may be added at any time. 
In large machines an additional spare bracket is usually 
allowed for each eight levers. 

Interlocking plan shown in Fig. 24 differs from that 
illustrated in Fig. 23, only to the extent of an additional 
siding connecting with the main line. The signaling 
necessary to cover this addition is worked out on the 
same basis as the scheme employed for the single turnout, 
with the exception of the facing point locks, which have 
been substituted for switch and lock movements. It is 
necessary, with this arrangement of track, to make the 
home signal 2-3 a two-arm signal, the top arm 2 govern- 
ing the movements on the main line, over switches 8 and 
10 normal, and the lower arm 3 controlling movements 
of trains to the siding, over 8 normal and 10 reversed. 

Particular notice should be taken of the method of 
numbering the facing point locks, derails and switches. 
First is facing point lock 7, locking derail 8 ; then facing 
point lock 9, locking switches 8 and 10; and, finally, 
facing point lock 11, locking derail 10. This arrange- 
ment of levers insures a good run of the connections 
operating the facing point locks, switches and derails. 
It also brings next to one another the levers which are 
to be operated consecutively ; for instance, when a signal- 
man throws switch 8 or 10, he must then throw facing 
point lock lever 9, to lock it. Furthermore, it simplifies, 
to a certain extent, the locking as it is arranged on the 
dog chart. 

As shown on the plan, derail and switch 8 are operated 
by one lever, as it is always necessary to have both either 
normal or reversed at the same time. Lever 10, con- 
trolling switch and derail, is a similar instance. 
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It is possible, but inadvisable, to operate either 7 and 9, 
or 9 and 11, with one lever, as it is always necessary to 
use 9 when 7 or 11 is being used. With the arrange- 
ment as shown it is impossible to reverse 7 unless 8 is 
reversed ; this is also the case with 1 1 and 10 ; therefore, 
if 7 and 9 were operated by one lever, it would be neces- 
sary to lock both the derail and switch 8 in their normal 
and reversed positions, with this lever, which would mean 
that if the signalman started to reverse switch and derail 
8, preparatory to clearing the signal for a movement 
from the siding to the main track, and the connections 
between the lever and derail broke before the derail had 
started to move, he might not know that the breakage 
had occurred and, therefore, reverse lever 8 and leave 
the derail open or normal. He could then reverse 7, 
which would allow him to clear signal 4, the train pro- 
ceeding and being derailed. 

One spare space 5, and two spare levers 6 and 12, 
have been provided to take care of future changes. As 
previously stated, the number of these and whether they 
are spare spaces or levers, is generally governed by local 
conditions. 

Such "points in the locking sheet shown in Fig. 24 as 
differ from locking sheet in Fig. 23 will be explained. 

Lever 2 reversed locks 8 and 10 normal ; it also locks 
9 reversed, which in its turn locks 8 and 10 in their 
normal and reversed positions, both in the locking in 
the machine and on the ground. Lever 3 reversed does 
not lock 10 reversed direct, owing to 10 being locked 
reversed by 11 reversed, which in its turn is locked by 
3 reversed. Lever 4 reversed locks 7 reversed, which in 
its turn locks 8 reversed; therefore, it is not necessary 
for 4 reversed to lock. 8 reversed direct, as it does this 
indirectly by locking 7 reversed. 

As it is possible to make a movement from signal 4 to 
either the main or opposite siding, a special condition 
arises in connection with the locking. It is evident that 
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the only time that 1 1 should be reversed is when a move- 
ment is to be made over 10 reversed ; therefore the lock- 
ing would read, "4 reversed when 10 is reversed locks 
11 reversed." (See dog chart, which illustrates this and 
also shows that 11 would remain unlocked with 4 re- 
versed if 10 were normal.) 

When making dog charts it is not the practice to indi- 
cate in full the tappet pieces (numbers 9 A to 12 in- 
clusive, Fig. 10), as the front dogs used in connection 
with them indicate which tappet pieces are employed. 

The special on lever 13 in connection with levers 7 and 
8, is similar to the special on lever 4 and is, therefore, 
covered by the same explanation. 

Lever 14 reversed does not lock 8 reversed direct, 
owing to 8 being locked reversed by 7 reversed, which is 
locked reversed by 14 reversed. If the locking sheet had 
shown 14 reversed locking 8 reversed, it would have been 
called an over-lock, which means a duplication of locking 
already accomplished. 

The Style "A" and Saxby & Farmer dog charts shown 
are to cover the locking sheet illustrated in this figure. 

It will be noticed that in the Style "A" chart, levers 
2 > 3> 4> l 3> J 4 an d 15 lock 9 reversed, using only one bar. 
When combinations of this description are possible they 
simplify the locking by eliminating a number of dogs 
and bars that otherwise would be necessary. 

If one lever reversed locks another lever normal and 
reversed, as in the case of 9 reversed locking 8 normal 
and reversed, the locking should be arranged as shown 
in the dog chart and not separated, as shown in Fig. "A," 
as the latter arrangement would make it impossible to 
reverse 9 whether 8 was normal or reversed. 

Regarding the arrangement of back locking in the third 
space of Style "A" chart, it will be seen that 2 reversed 
locks 8 and 10 normal. The bar then butts against the 
top bar to the right of it, consequently holding the dog 
in the notch of tappet 15 and thereby locking it normal. 
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Furthermore, when 15 is reversed it locks 10 and 8 nor- 
mal, as the first and second bars are both fastened to the 
same dog. 

The combinations of locking used in making the Saxby 
& Farmer dog chart as shown are considerably different 
from those found to give the best results with the Style 
"A," this being due to the entirely different construction 
of the locking. 

When preparing to lay out a Saxby & Farmer dog 
chart for the locking sheet shown in the figure, the best 
method of procedure, after studying the locking sheet for 
possible combinations, is to first lay out the locking for 
the levers on which specials occur. Reference to the 
locking sheet will show that lever 4 reversed when 10 is 
reversed locks 11 reversed. Therefore it is advisable to 
place the driver operated by lever 4 on one of the bars 
near the top of the chart; next in order should come 
driver for lever 10; then for 11. After the drivers have 
been located for levers 4 and 13, the special locking for 
these levers should be laid out. This will then give an 
idea of where the balance of the drivers should be located 
to give the best results. 

Fig. 25 shows the signaling necessary for a single track 
grade crossing. The derails are usually placed about 
five hundred feet from the crossing in order to prevent 
a derailed train from fouling the crossing track. This 
plan also illustrates the use of crossing bars, four of these, 
fifty feet long, being necessary for this particular cross- 
ing, although where the angle of the crossing is acute, 
four twenty-five foot bars, operated by one lever, would 
be satisfactory. These should be placed as shown in 
sketch "A." If a train was traveling over the crossing 
the car wheels would be above the bars until the last car 
had passed and, consequently, the bars could not be 
thrown. It is apparent, from sketch "B," that twenty- 
five foot bars could not be used on a right angle cross- 
ing, as the wheels of a car could stand on the crossing 
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as shown, thereby allowing the bars to be thrown under 
the car. 

The special points relative to this locking will be next 
taken into consideration. 

It is apparent that when the derails on one track are 
closed the derails on the crossing track should be locked 
in their normal or open position. This is accomplished 
by the following means: 7 reversed locks 8 reversed, 
which, in its turn, locks 9 normal. It is, therefore, clear 
that 7 cannot be reversed unless 9 is in the normal posi- 
tion, in which case it is impossible to reverse 11, as 11 
reversed locks 9 reversed. If crossing bars had not been 
employed, 7 reversed would have locked 11 normal, 
which would accomplish the same results as are obtained 
by the derails locking one another through the medium 
of the crossing bar levers. 

It is obvious, from the above explanation, that when 
a route is set up the crossing bars must be in the re- 
versed position. Should a train make a movement over 
the crossing and, accidentally or otherwise, leave a car 
fouling the crossing track, the car would stand on the 
crossing bars and make it impossible to throw them to 
their normal positions. Assuming these bars to be those 
controlled by lever 8, it is clear that 9 could not be re- 
versed while 8 was reversed ; therefore, it would be im- 
possible to reverse 11 and set up a conflicting route, as 
11 reversed locks 9 reversed. 

If instead of the layout being as shown, an acute angle 
crossing is installed and the four crossing bars are 
operated by one lever, as explained above, and assuming 
this lever to be No. 8, then either of two methods may 
be employed to interlock them with the derails and sig- 
nals. 

Where the first method is used, 7 reversed should lock 
8 normal, and 1 1 reversed should lock 8 reversed, making 
it impossible for the operator to reverse 7 while 8 is re- 
versed or to reverse 11 unless 8 is normal. This accom- 
plishes the same results as the locking shown. 
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With the second method, 8 reversed locks 7 and 11 
in their normal and reversed positions, and the home 
signals 2, 4, 13 and 15 lock 8 reversed. Therefore, be- 
fore the signalman can clear signal 2, he must first re- 
verse 7, then 8 and 6, and then 2, giving an engineman 
a clear signal through the interlocking. It is apparent 
that is 8 reversed locks all the derail levers in their nor- 
mal and reversed positions, it is impossible to reverse or 
close derails 11 until home signal 2 is returned to its 
normal or danger position thereby allowing 8 and 7 to be 
returned to their normal positions, which unlocks derails 
11 and allows them to be closed. That the derails on 
both tracks may not be closed at the same time, this 
method requires that when the derails on one track are 
reversed they shall lock in their normal positions the de- 
rails on the crossing track. 

In Fig. 26 is illustrated a layout of tracks necessitating 
an arrangement of signaling somewhat different from 
any yet shown. All the derails for high speed move- 
ments are placed at approximately the same distance as 
those shown for the single track grade crossing. Dwarf 
signals 6 and 19, which govern reverse movements on 
the main line, have derails placed fifty-five feet ahead of 
them and about three hundred feet from the crossing, 
this distance being great enough to prevent a train, 
making a reverse movement which is necessarily slow, 
from fouling the crossing track, if derailed. 

It would be possible, though inadvisable, to control de- 
rails 9 and 13 with one lever, if so controlled they both 
would necessarily have to be either in the normal or re- 
versed position at the same time. Consequently, if a train 
was making a movement from signal 5 to the main line, 
both derails on the main line would have to be closed. 
This condition would be unsatisfactory, as a train would 
then be able to pass signal 4 at danger and collide with a 
train coming from the siding. 

Lever 12 operates a facing point lock which locks 
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both a derail and a switch. This differs from the case 
cited in connection with Fig. 24, in that the derail must 
be closed whenever a movement is made over either 
position of the switch. Therefore the derail is only 
locked reversed by the facing point lock 12. 

This locking sheet develops some new features in lock- 
ing. For instance, in addition to 9 reversed locking 15 
and 17 normal to prevent conflicting routes being set 
up, it also locks 11 normal which insures either one of 
the two derails 9 and 11 being locked in the normal 
position when the' other is reversed. This makes it im- 
possible for a train to leave the siding while a movement 
is being made on the main line, or vice versa. 

The locking just explained is known as switch locking, 
which literally means locking between switches, derails 
being classed under this heading. 

Lever 4 reversed locks 8 reversed and 8 reversed locks 
9 reversed which, in its turn, locks 11 normal; 4 re- 
versed also locks 12 reversed, which locks 13 reversed; 
therefore, although 4 reversed locks only 8 reversed and 
12 reversed direct, it locks through them 9, 11, 13, 15 
and 17 in their correct positions for a movement from 
signal 4. 

The locking on lever 5 is similar to that on lever 4. 

Fig. 27 illustrates a track layout which will complete 
the study of grade crossing interlocking. 

All derails are placed at the standard distance from 
the crossing with the exception of derail 23, which is 
located as shown as it is impossible to bring it nearer 
to the crossing. 

This arrangement is peculiar from a signaling stand- 
point since it is necessary to operate each of the detector 
bars and derails with a separate lever to secure the best 
protection. For instance, derails 13 and 22 cannot be 
operated with one lever, as to make a movement from 
signal 30 over 20 reversed, necessitates closing 22; if 
both derails were controlled by one lever, 13 would be 
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closed during this movement ; and, should a train run past 
signal 7 at danger under these circumstances, it would 
probably result in a collision. Derails 17 and 14, and 11 
and 23, with switch 16 intervening, are similar instances. 

The two ends of the transfer track are operated by 
lever 16 as they must both be either normal or reversed 
at the same time. It is advisable to control the detector 
bars with separate levers, in order to avoid locking any 
of the derails in both their normal and reversed positions, 
as explained in connection with Fig. 26. 

The switch locking entails some special features which 
have not heretofore arisen. For instance, 13 reversed 
locks 20 normal, which is necessary to prevent a train 
from using 20 reversed when a movement past signal 7 
is being made; 13 reversed also locks 14 normal when 
16 is normal, as when 16 is reversed two movements 
may be made at the same time, viz.: the first over 13 
reversed, 20 normal and 22 reversed; and the second 
over 14 reversed, 16 reversed and 20 normal. 

It is essential that 22 reversed should lock 17 normal 
as they both should not be closed at the same time; 22 
reversed also locks 14 normal when 16 is normal; for 
instance, if 20 and 16 are normal and 22 reversed, then 
14 should be locked normal; again, if 20 is reversed, 22 
reversed and 16 normal, then 14 should still remain 
locked normal ; but if 16 is reversed when 22 is reversed, 
14 should be free to operate as it would then be possible 
to make a movement over 14 reversed, 16 reversed and 
20 normal, while a train was passing over 22 reversed, 20 
normal and 13 reversed; or with 14 and 22 reversed a 
movement could be made over 16 and 20 reversed. It 
is apparent from the above that in whichever position 20 
may be with 22 reversed, as long as 16 is normal 14 
should remain locked normal; therefore, the locking 
reads, ^22 reversed when 16 is normal locks 14 normal." 

Further reference to the locking sheet will show that 
although 2 reversed does not lock 11, 14, 16, 17, 20 or 
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23 direct, it locks them indirectly, through 10 reversed 
and 24 reversed. 

Six is the signal for the transfer track; therefore, it 
locks 16 reversed and 2J and 30 normal, as neither of 
the latter two signals can be used when 6 is reversed. 
As a movement can be made from 6 over 20 normal or 
reversed, special locking is introduced on this lever as 
shown on locking sheet. It is obvious that 24 should 
be locked reversed only when 20 is normal, and 21 should 
be locked reversed only when 20 is reversed; therefore, 
6 reversed when 20 is normal locks 24 reversed, and 6 
reversed when 20 is reversed locks 21 reversed. Al- 
though 20 is apparently not locked by 6 reversed, it is 
locked in both positions by 19 reversed, which in turn is 
locked reversed by 6 reversed. 

Specials on 27 and 30 are similar, as both of these 
signals are for movements over 16 normal or reversed. 
This special locking is covered by explanations given 
above. 

The Style "A" and Saxby & Farmer dog charts illus- 
trate, to good advantage, methods of combining locking. 

In space 2-F of the Style "A" chart, levers 13, 22 and 
23 reversed lock 17 normal and also 14 normal when 16 
is normal. In space 3-F, 30 and 27 reversed lock 19 
reversed and also 10 reversed when 16 is normal, and 
15 reversed when 16 is reversed. The remainder of the 
locking on 30 is combined with that on 3, in space 2-B. 
This is also the case with 2 and 27, in 3-B. 

In making a Style "A" dog chart of this size, the 
special locking should first be laid out; next the locking 
on the signal levers; and, finally, the locking on the 
levers controlling switches, facing point locks, etc. 

When laying out the Saxby & Farmer dog chart for 
this locking sheet, the drivers should be located for the 
levers on which special locking occurs; for instance, in 
the case of lever 6, the driver is located on bar 2; then 
following in order come 15 on bar 6, 16 on bar 9, 19 on 
bar 12, 20 on bar 16, 24 on bar 21, 21 on bar 22, 27 on 
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bar 26, and, finally, 30 on bar 30. Drivers for 27 and 
30 are not located in the order given on the locking 
sheet as, to secure somewhat better results, it is advis- 
able to locate them as shown. 

When all the drivers have been located for the levers 
on which special locking occurs, and the locking con- 
trolled by these levers has been laid out, the balance of 
the drivers and locking can be easily arranged. One 
special instance occurs in the locking in bracket located 
between levers 14 and 15, where 6 reversed locks 24 
reversed and 27 normal when 20 is normal. This shows 
that instead of 27 being locked normal by 6 reversed 
direct, as indicated on the locking sheet, it is locked 
normal by 6 reversed only when 20 is normal. Refer- 
ence to the interlocking plan shows that 27 cannot be 
reversed unless 20 is normal ; therefore, 6 need only lock 
27 when 20 is in this position. The above is shown on 
the dog chart in this manner to avoid using an additional 
cross-lock which would be necessary if 6 reversed locked 
2.y normal direct, as it could not then be combined with 
6 reversed locking 24 reversed when 20 is normal. 

The combinations of locking in this machine are quite 
similar to those in Style "A." 

Three spare brackets are provided for future changes. 

The dogs are numbered to correspond to the numbers 
of the drivers which operate the bars to which the dogs 
are riveted. While this greatly simplifies the reading 
of a large dog chart, it is not the practice to so number 
the dogs, except in machines of fifty-six or more levers, 
and is shown in the figure only to illustrate the method 
employed. 

Where a number of spare spaces or levers are pro- 
vided in a machine, it is advisable to leave at least an 
equal number of vacant .spaces in which longitudinal 
locking bars can be located. In the Saxby & Farmer 
dog chart illustrated in the figure, five spaces are pro- 
vided, Nos. 20, 23, 25, 28 and 29, these being indicated 
by light lines. 
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The interlocking plan illustrated in Fig. 28 requires 
some explanation to make clear the reason for signaling 
it as shown. 

Two home signals, 2 and 3, are used to control move- 
ments on the main line. It would not be advisable to 
eliminate home signals 3-4 as this would necessitate sig- 
nal 2 controlling movements over switch 10, which is 
located about six hundred feet in advance of signal 2. 
It is not thought advisable to control a facing switch by 
a signal located at so great a distance, as with this type 
of interlocking, where no track circuits are used, it 
would be possible to reverse the switch after a train had 
passed signal 2. Another point worthy of consideration 
is the fact that if the track to the right of signal 3-4 is 
occupied, then instead of holding a train at signal 2 or 5, 
it can be allowed to proceed to signal 3-4. Also a train 
moving from the siding over switch 10 reversed to the 
main line will not, with the signals so arranged, have to 
proceed further than signal 3-4 to receive "Proceed" indi- 
cation for a direct movement on the main line. 

Lever 1 reversed locks 2 reversed and 3 reversed; 
therefore when the distant signal shows clear it indicates 
that the through high speed route is set up. 

It is necessary for 2 reversed, and 5 reversed when 8 
is reversed, to lock 13 and 14 normal in order to prevent 
movements being made at the same time from 2 or 5. to 
3-4 and from 13 or 14 to 12, in which event two trains 
would probably meet between signals 12 and 3-4. 

It is necessary for 3 reversed to lock 13 normal and 
4 reversed to lock 14 normal, in addition to 2 reversed, 
and 5 reversed when 8 is reversed, locking 13 and 14 
normal, as it is possible for 2 and 5 to be at "Danger" 
when 3 or 4 is "Clear." 

Fig. 29 shows a two to four track layout, 1 and 4 
being the local tracks and 2 and 3 the express tracks. 

It is necessary to use a four-arm bracket pole to carry 
signals 15-16 and 18-19 owing to the clearance between 
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tracks i and 2 being insufficient to place therein a 
straight pole to carry signal 15-16. 

Although there are six switches which are locked by 
facing point locks, only two levers are necessary to con- 
trol these locks, 6 operating the two bars on the upper 
track and 7 the two bars on the lower track. Some en- 
gineers are of the opinion that with the arrangement 
shown one lever should be allowed for the operation of 
each bar. The former method simplifies the locking 
somewhat, while the latter arrangement facilitates the 
operation to a certain extent. For instance, if a move- 
ment was to be made over 7 reversed and 9 and 11 nor- 
mal, then these switches only would be locked ; whereas, 
with the former method, 10 also would be locked in 
either its normal or reversed position thereby preventing 
the signalman from operating 10 preparatory to setting 
up another route. It therefore becomes merely a ques- 
tion of whether the additional expense incurred by the 
use of four levers in place of two is counteracted by the 
added facility of operation. 

The routing for the various signals is as follows: 
signal 2 governs movements on the express track over 
11 normal; signal 3 is for all other movements. A 
three-arm signal is sometimes used in place of 2-3, the 
top arm routing to the express track, the middle arm to 
the local and the lower arm for all other movements. 
This arrangement enables the engineman to more clearly 
understand upon which track he is to run, although 
when a number of arms are placed on one pole they are 
likely to prove confusing. The former method is the 
one more generally used. 

Signal 4 is routed to all tracks including the run 
around movement over 7 reversed and 9 reversed. Sig- 
nal 19 governs over 10 reversed and 9 and 7 normal. 
Signal 18 governs over 10 and 9 reversed and 7 normal, 
or a run around over 10, 9 and 7 reversed. Signal 16 
is routed over 10, 9 and 7 normal. Signal 15 is for a 
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movement over 10 normal, 9 reversed and 7 normal, or 
10 normal and 9 and 7 reversed. 

Special attention should be given to the locking on 
lever 3 which, when reversed, locks 7 normal, 8 reversed 
and 13, 15 and 18 normal. Reference to the routing 
given above will show that 18 and 15 are for movements 
over 9 reversed and 13 is routed over 11 reversed and 9 
normal. It is therefore, apparent that none of these 
signals should be cleared when 3 is reversed, which ex- 
plains why 3 reversed locks them direct as shown in the 
locking sheet; 4 reversed locking signals 15, 16, 18 and 
19 is another instance. 

It is not necessary to have a special, reading "4 re- 
versed when 7 and 9 are reversed locks 6 reversed," as 
4 reversed locks 6 reversed direct. 

With 10 reversed and 9 normal, 7 should be locked 
normal to prevent a movement from track 3 or 4 to track 
2 over 7 reversed. The locking therefore reads, 10 re- 
versed, when 9 is normal, locks 7 normal. 

Fig. 30 shows typical signaling for the control of a 
two track drawbridge. 

The derails for high speed movements are located 
about 500 ft. from the draw and those for reverse move- 
ments about 300 feet. 

It is advisable, at drawbridges, to control the facing 
point locks and the derails each with a separate lever, 
as it insures easier and somewhat safer operation. 

It is apparent that when the draw is opened the con- 
nections which operate the various functions must be 
disconnected to allow the bridge to swing. This is ac- 
complished by couplers operated by lever 11 which, when 
reversed, make a through connection from the levers to 
the functions. 

The rail locks, operated by lever 10, are an arrange- 
ment which necessitates the rails being in a correct posi- 
tion for a movement over them, before the lever operat- 
ing the rail locks can be reversed which, indirectly, 
allows the derails to be closed. 
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Starting or bridge locking lever 12 is so interlocked 
with the operating mechanism of the drawbridge that it 
. is impossible to operate the draw until 12 is reversed, 
and lever 12 cannot be returned to its normal position 
until the drawbridge is closed. The action of reversing 
12 indirectly locks all the derails in their normal posi- 
tions. 

The derail levers 7, 9, 13 and 15 cannot be re- 
versed until 11 is reversed, as lever 11 couples the con- 
nections operating the apparatus, as explained. It is 
apparent that the connections should not be coupled 
until the rails are locked in the proper position for a 
movement over them; therefore, 11 reversed locks 10 
reversed which, in its turn, locks 12 normal, preventing 
the opening of the drawbridge. Should a movement be 
made from signal 2, over the drawbridge, the following 
procedure would be necessary on the part of the signal- 
man. He would first ascertain that 12 was in the nor- 
mal position to insure the draw being locked, which 
would allow him to reverse 10, thereby locking the rails ; 
he could then reverse 11, which would couple the con- 
nections and unlock derails 7 and 13, which he could 
then reverse; next would follow the reversing of 6 to 
lock 7, 14 to lock 13 and, finally, the clearing of signal 2. 

In the figure illustrated, the tower is placed on the 
drawbridge, although this is not essential as it may be 
located wherever desired. 

Figure 31 shows the signaling required for a four- 
track layout and also illustrates the method of providing 
for changes in the track layout after the plant has been 
installed. 

Distant signal 1 is for track 3. It is placed on a 
bracket pole, owing to there being insufficient clearance 
between tracks 3 and 4 to locate a straight pole. Dis- 
tant signal 4 for track 2 is a similar instance. 

Home signals 5-6 and 2-3, governing movements on 
tracks 2 and. 3, respectively, are placed directly over the 
tracks which they govern, on an overhead highway 
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bridge which is at approximately the right location, 
although signal 2-3 would be somewhat better located if 
advanced 250 ft. to the fouling point opposite switch 16 
on track 2, as this would permit trains to proceed this 
much farther before being stopped by this signal. The 
distance between switches 14 and 23 is great enough to 
warrant an additional home signal 30 being used to 
protect switch 14, and a dwarf signal 9 to protect 23. 

Signal 34-35 is placed on the left hand side of the 
track which it governs, owing to there being insufficient 
room to locate it between tracks 3 and 4. This is also 
the case with signal 36. 

The turnout shown by dotted lines will be installed, 
it is assumed, shortly after the plant has been placed in 
service. It is, therefore, advisable to provide in the 
machine the necessary spare levers to control the switch, 
derail, facing point locks and signal which will be re- 
quired when the turnout is installed. It can be readily 
seen that the spare levers are so arranged in the ma- 
chine as to maintain a convenient order of the levers 
for operating purposes when these spare levers are con- 
nected to the functions they control and brought into 
service. When this turnout is installed signal 34-35 will 
have to be moved to the location shown in dotted lines. 

It is necessary to have each of the detector bars con- 
trolled by a separate lever, to secure facility of opera- 
tion by avoiding the locking of certain switches when 
other switches are being used. For instance, supposing 
facing point locks 13 and 15 were operated by one lever; 
then, when a train was making a movement on track 1, 
both ends of crossover 14 would be locked normal and 
16 would be locked in either of its two positions and 
remain locked until the train moving on track 1 had 
completely passed over bar 13. By thus preventing the 
operation of switch 16 it can be readily understood that 
if the switch was locked in the normal position in the 
first instance, it would be impossible to reverse it to 
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allow a movement between tracks 2 and 3 while a move- 
ment was being made on track 1. 

As 6 is routed over 16 reversed and 34 over 18 re- 
versed, it should be impossible to clear both signals at 
the same time; therefore, 6 reversed locks 34 normal. 

When a train is making a movement from signal 7 
over 14 normal, 32 should be locked normal to prevent 
two conflicting signals being given at the same time; 
but, if the movement is being made from 7 over 14 re- 
versed, then 32 should not be locked, as it would be 
possible for a train to proceed from 32 to 30 while the 
movement was being made over 14 reversed. There- 
fore, the locking between these two signals reads, "7 
reversed when 14 is normal locks 32 normal. ,, 

The remainder of the locking for this layout is similar 
to other locking explained in connection with other lay- 
outs. 

Fig. 32 shows a somewhat different arrangement of 
crossovers, used in connection with a four-track layout, 
to that shown in Fig. 31. It also illustrates the use of 
signal bridges. At points where these bridges occur, 
bracket poles could be used to carry the various signals, 
but signal bridges are indicated to illustrate how they 
are used, as some railroads prefer them to bracket poles. 

Signal bridges are undoubtedly superior to bracket 
poles as, where they are used, the signals can be located 
directly above the tracks which they govern. It is fre- 
quently essential that bridges be used where it is neces- 
sary to span five or more tracks, since it is impossible 
to locate, between the tracks, straight poles to govern 
movements on the middle track or tracks. 

Advance signals operated by levers 3, 7, 26 and 30 are 
placed in advance of all switches, etc., located on the 
tracks which these signals govern and are used to con- 
trol the movements of trains into the next block section 
ahead. 

It is necessary to place signal 28-27 at the fouling 
point of track 2 and cross-over 18; a signal bridge, there- 




58 LOCKING 

fore, is located at this point, it being also utilized to carry 
signal 31, which by being so placed is about 180 ft. from 
the fouling point of track 3 and cross-over 19, where it 
would be possible to place it. 

In addition to the distant signals locking the home 
signals reversed, they also lock the advance signals re- 
versed. This is illustrated where lever 1 reversed locks 
2 and 3 reversed, which follows the general practice of 
the distant signal controlling all functions located on the 
track which it governs, so that when the signal is in the 
"Clear" position a route is set up for a movement 
through the interlocking. 

It is apparent that as signal 6 is for a movement over 
14 reversed and signal 25 for a movement over 18 nor- 
mal or reversed, these signals should not, under any 
conditions, both be cleared at the same time; therefore, 
6 reversed locks 25 normal direct. 

It is desirable to make 14 reversed lock 17 normal, as 
this prevents a movement being made from track 3 to 
track 2 over 17 reversed, while a train is moving be- 
tween tracks 1 and 2 over 14 reversed. The locking 
between levers 19 and 17 is a similar instance. 

In Fig. 33 is shown an interlocking plant the functions 
of which are operated by power. The various types of 
interlocking machines used with power plants are illus- 
trated in Figs. 19, 20 and 21. When power plants are 
installed the machine is frequently located in the position 
shown. A bay window is constructed on the track side 
of the operating floor of the tower. The signalman, who 
stands with his back to the track when operating the 
machine, is thereby enabled to see, clearly, the move- 
ments of all trains and to hold communication with 
maintainers, trainmen, etc., from the front window of 
the tower without having to pass around the machine. 

Detector bar circuits have been substituted for de- 
tector bars. These circuits are so arranged that a train 
passing over a track electrically locks the switches, de- 
rails and movable point frogs located in the track over 
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which the train is running. For instance, when a train 
makes a movement with traffic on track i, over 12 nor- 
mal, immediately the train passes signal 2-3, switch 12 
is electrically locked normal and remains so locked until 
the rear wheels of the last car of the train have passed 
signal 20. Again, if a movement is being made over 
12 reversed and 13 normal from track 1, immediately 
the train passes signal 2-3, 12 is locked in its reversed 
position, but 13 remains unlocked until the train is half 
way over crossover 12, at which point it strikes the 
track circuit controlling switch 13, thereby locking and 
holding it in its normal position until the train has passed 
signal 26-27. 

Where power operated distant signals are installed 
they are generally placed from twenty-five to thirty-five 
hundred feet from the home signals which they indicate. 
As facing point locks are not employed with this lay- 
out it is necessary for the levers controlling some of the 
signals to lock the switch levers in their normal and re- 
verse positions, in place of the facing point lock levers 
which, had they been used, when reversed, would lock 
the switch levers in both positions. This is illustrated 
clearly in the case of signal lever 7 which, when re- 
versed, locks switch lever 13 normal and reversed. . 

Reference to the locking sheet shows that 14 reversed 
locks 13 reversed and 15 reversed; therefore, when a 
train is making a movement over 13 normal on track 2, 
14 is locked normal by 13 being normal to prevent the 
derailment of a train which is making a movement on 
track 3, over 15, 14 and 13 normal. Movable point 
frogs controlled by lever 16 is a similar instance. 

It is essential for 3 reversed when 13 and 15 are re- 
versed to lock 14 reversed, so as to insure the movable 
frogs being in their correct position for a movement 
from signal. 3 over 12, 13 and 15 reversed. 

Various conditions which occur in locking, differing 
from those previously illustrated and explained, are 
shown in Fig. 34. 
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Reference to Sketch "A" shows that five dwarf sig- 
nals, controlling movements from track i to 5, inclusive, 
are operated by one lever. The connections which 
operate these signals are so selected through switches 2, 
3, 4 and 5 that it is possible to clear only one of the five 
signals at one time. For instance, when the switches 
are set in the correct position for a movement from one 
of these tracks, then, upon the reversal of lever 1, the 
signal governing movements from this track is cleared, 
the other four signals remaining in the stop position. 
This is illustrated in sketch "A" which shows the 
switches set in the correct position for a movement from 
track 5; therefore, when lever 1 is reversed the signal 
controlling movements from track 5 will be cleared. 

As the various signals operated by lever 1 govern 
movements over switches 2, 3, 4 and 5 in their normal 
and reversed positions, it is necessary for lever 1 re- 
versed to lock these switches in both their normal and 
reversed positions. It is apparent, therefore, that if the 
switches were in the position shown, the reversing of 
lever 1 would clear the signal governing movements 
from track 5 and lock switch 5 in the normal position. 
It would also lock switches 2, 3 and 4 in whichever 
position they may have been when the lever was reversed. 

There are two methods of arranging the locking for 
signal 6, the first method being shown on the locking 
sheet and the second method directly beneath it. The 
first method requires that switches 4, 3 and 2 be locked 
through a series of specials, whereas, when the second 
method is employed, these switches are locked direct. 
It is evident that when the first method is used the 
switches over which the train is to move are locked 
when lever 6 is reversed. For instance, if a train is to 
make a movement from signal 6 to track 5, then switch 
5 only would be locked with 6 reversed, thereby allowing 
the signalman to arrange switches 2, 3 and 4 in their 
correct position for another movement. 

Where the second method is employed the locking is 
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simplified by eliminating the specials, but the action of 
reversing lever 6 locks all switches in whatever position 
they may then be and consequently makes it impossible 
for the signalman to alter the position of any of the 
switches while lever 6 is reversed, preparatory to the 
setting up of another route. 

The point in favor of the first method is that the 
operation of the machine is facilitated to a certain ex- 
tent, while with the latter arrangement the locking is 
considerably simplified. 

The layout and locking for sketch "B" is illustrated 
that it may be compared with sketches "C" and "D." 

The only locking necessary to explain in connection 
with sketches "C" and "D" is that occurring between 
signals i and 5 (sketch "C") and between signals 1 and 
6 (sketch "D"). In sketch "C* lever 1 should not lock 
5 normal, direct, as it is possible to make a movement 
from signal 1 to signal 2, or from signal 1 over switch 
3 reversed at the same time a train is moving from sig- 
nal 5 over switch 4 reversed; therefore, 1 reversed 
should lock 5 normal only when 4 is normal. Sketch 
"D" is similar to sketch "C," with the exception of the 
addition of dwarf signal 5. This signal makes it pos- 
sible for a train to move from signal 6 to signal 5 while 
a movement is being made from signal 1 over 3 reversed 
and necessitates the following special locking between 
levers 1 and 6: "1 reversed when 3 and 4 are normal 
locks 6 normal," it being apparent from the explanation 
given that if 3 and 4 are reversed, two movements can 
be made at the same time. 

TRANSPOSITION OF SPECIALS. 

It is frequently necessary, where a machine is crowded 
with locking, to transpose some of the specials in order 
to get additional locking into the space provided. Fig. 
35 shows a track layout, beneath which is the special 
locking occurring on signal 3. The transposition of this 
special locking is accomplished by the means illustrated. 

In sketch "A," this locking (3-reversed when 5 is 
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normal locks 7-normal) is indicated on a Style "A" dog 
chart in the regular manner. Reference to this sketch 
will show that when 7, 5 and 3 are reversed, 5 will be 
locked in the reversed position; therefore, "3 reversed 
when 7 is reversed locks 5 reversed," or, "7 reversed 
when 3 is reversed locks 5 reversed," is the same as "3 
reversed when 5 is normal locks 7 normal." These two 
transposed specials are shown on dog charts in sketches 
"B" and "C." A comparison of sketches A, B and C 
and reference to the track layout will make it apparent 
that the three specials accomplish exactly the same results 
In sketch "B" the special occurs on lever 7 and in 
sketch "C" it is located on lever 3. A dotted double 
dog is shown in sketch "B," which illustrates the ad- 
vantage gained by transposition. This dog represents 

6 reversed locking 5 reversed. It can be readily seen 
that if the locking was placed as shown in sketch "A" 
with the special on lever 5, it would be impossible to 
place the dotted double dog between levers 5 and 6. 

Sketches "D," "E" and "F" illustrate transposition as 
it is accomplished in Saxby & Farmer locking. 

It is apparent that the locking bar which operates the 
special dog must be located between the two bars 
operated by the two other levers; for instance, in sketch 
"D" driver 5 is located between drivers 3 and 7; there- 
fore, the locking, "3 reversed when 5 is normal locks 

7 normal" must be employed. In sketches "E" and "F" 
the order of the drivers differs from that shown in "D" 
and, therefore, necessitates the transposing of specials as 
shown. 

Transposition is employed to the best advantage in 
Saxby & Farmer locking, as in complicated machines it 
is difficult to so locate the drivers that they will corre- ! 

spond to the order shown on the locking sheet. This is 1 

illustrated in sketches "D," "E" and "F," "D" showing j 

the correct order of the drivers for the locking indicated 
beneath the track layout, and "E" and "F" the incorrect 
order. 
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CHAPTER V. 

TESTING INTERLOCKING MACHINES. 

A thorough knowledge of how to compile locking 
sheets is essential to the satisfactory testing of locking 
in an interlocking machine. 

After machines are erected, two methods of testing 
the locking should be employed. The first method re- 
quires a complete test of the locking by the locking 
sheet and the second a test by the interlocking plan. 
The former method insures the locking being placed in 
the machine so that it will correspond to that shown on 
the dog chart, assuming that the dog chart has been 
made correctly. If the dog chart is incorrect this method 
of testing will locate all discrepancies between the lock- 
ing sheet and the dog chart and will also locate any 
tight or loose locking which needs to be adjusted. The 
latter method insures that the locking sheet has been 
made correctly from the interlocking plan ; furthermore, 
this method takes care, to a certain extent, of all points 
covered by the former method, but it is desirable to em- 
ploy both tests, in most instances, in consequence of it 
being difficult to thoroughly check, by the interlocking 
plan, the locking for a complicated track layout. The 
locking sheet test is used to good advantage as it dis- 
closes errors in construction which are usually adjusted 
upon discovery, the machine, therefore, being in good 
condition when this test is completed for the final test 
by the interlocking plan. 

When testing the machine by the locking sheet for the 
track plan illustrated in Fig. 36, the following procedure 
will give good results: First, place the levers in their 
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normal positions, after which test all levers consecutively, 
commencing with lever No. I. 

To simplify the following explanations, a Style "A" 
and a Saxby & Farmer dog chart are illustrated, cover- 
ing the locking sheet. 

Commence testing by trying lever I. This should be 
locked normal, as it calls for lever 2 reversed, therefore 
try to reverse lever 2. This also should be locked as 2 
reversed calls for 6 reversed. When 6 is reversed, re- 
verse 2; then reverse 1 and try to throw 2 to the normal 
position ; this should be impossible, as 1 reversed locks 2 
reversed. As this completes the test for lever 1, it 
should be returned to the normal position, 2 and 6 re- 
maining reversed. As 2 reversed locks 6 reversed, 7 
and 10 normal, these three levers should be tried to in- 
sure them being locked with 2 reversed. Then return 

2 to the normal position, reverse 7 and try 2, which 
should be locked normal by 7 reversed. Next throw 7 
to the normal position, reverse 10 and again try 2, 
which should be locked normal by 10 reversed. This 
completes the test for lever 2. 

Throw all levers to the normal position and try lever 
3. This cannot be reversed until 6 is reversed; there- 
fore, reverse 6 and then 3. As 3 reversed locks 6 re- 
versed and 11 normal these two levers should be tried 
to insure them being locked correctly with 3 reversed. 
Lever 10 should be tried to see if it can be operated 
when 3 is reversed, as there should be no lock between 

3 and 10 when 7 is normal. Next return 3 to the nor- 
mal position, reverse 11 and try 3, which should be 
locked normal by 11 reversed. Then return 11 to the 
normal position, reverse 7 and 3 and try 10, which 
should be locked normal. Again return 3 to the normal 
position, reverse 10 and try 3, which should be locked 
normal by 10 reversed when 7 is reversed. This com- 
pletes the test of lever 3. 

Return all levers to the normal position. Lever 4 
should be free to operate as it is a spare lever. 
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Reverse 6 and try 7, which should be locked normal 
by 6 reversed. Throw 6 to the normal position and 
reverse 7, then 6, and try 7 to see that it is locked re- 
versed by 6 reversed. 

Again return all levers to the normal position and 
operate 7, which should be unlocked, as it only locks lev- 
ers 2 and 11 normal. The locking between levers 7, 2 
and 11 being checked when levers 2 and 11 are tested. 

Lever 9 should be free to operate as it is a spare lever. 

Try lever 10. This should be locked as it calls for 
6 reversed ; then reverse lever 6, then 10, and see if 6 is 
locked reversed by 10 reversed. 

Again throw all levers normal and try 11. This 
should be locked as it calls for 6 reversed. Then reverse 
6 and 11 and see if 6 is locked reversed and 7 locked 
normal by 11 reversed. Next return 11 to the normal 
position, reverse 7, and try 11 to insure it being locked 
by 7 reversed. Return 7 to the normal position, reverse 
11, then 12, and try 11, which should be locked reversed 
by 12 reversed. 

Return all levers to the normal position and try 12, 
which should be locked, as 12 reversed calls for 11 re- 
versed. 

This completes the testing of the machine by the lock- 
ing sheet. 

When testing a machine from an interlocking plan 
the usual practice is first to test the switch locking, if 
any ; then the locking used in connection with the facing 
point locks; then the locking occurring on the signal 
levers; and, finally, a thorough test should be made 
which will insure the possibility of "setting up any or 
all routes which do not conflict, and the locking of all 
routes that do conflict. 

Reference to the interlocking plan illustrated in Fig. 
36 will show that there is no switch locking to test; 
therefore, commence testing facing point lock lever 6, 
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following the same procedure as explained in connection 
with the locking sheet test. Reverse lever 6 and try switch 
lever 7; then return 6 to the normal position; reverse 7 
and then 6 and see that lever 7 is locked reversed by 6 
reversed. 

The signals should next be tested. For instance, 
commence by trying distant signal lever 1 for route from 
"A" to "D." This should be locked, as it calls for home 
signal lever 2 to be reversed. Next, try to reverse lever 
2. This should also be locked, as 2 reversed calls for 
facing point lock lever 6 to be reversed; therefore, re- 
verse lever 6, then levers 2 and 1, after which try levers 
2, 7, 6 and 10 to see if they are locked in the correct 
position for a through movement from distant signal 1. 
Next, return lever 1 to the normal position and again try 
levers 7, 6 and 10 to insure them being locked correctly 
for a movement from home signal 2. After this test is 
complete, return 2 to the normal position and try distant 
signal lever 1 to insure that distant signal cannot be 
cleared with home signal 2 normal. This completes the 
signal test for movements from "A" to "D." All levers 
should, therefore, be returned to the normal position. 

The signal test for movements from "D" to "A" and 
"D" to "B" will next be considered. Try dwarf signal 
lever 10. This it should be impossible to reverse, as it 
calls for facing point lock lever 6 reversed; therefore, 
reverse 6, then 10, and try levers 6, 7 and 2 to ascertain 
if they are locked in the proper position for a reverse 
movement on the main line from dwarf signal 10. Re- 
turn 10 and 6 to the normal position, then reverse switch 
lever 7 and again try 10, which should be locked as it 
calls for lock lever 6 reversed ; therefore reverse 6. This 
will release signal lever 10, which should be reversed and 
levers 7, 6 and 3 tried to insure them being correctly 
locked for a movement from "D" to "B." As the move- 
ment from "C" to "B" and from "B" to "C" and "B" to 
"D" exactly correspond to those movements already de- 
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scribed, it will not be necessary to explain the procedure 
for a signal test in connection with these movements. 

When these tests have been completed, the final tests 
for routes should be made. For instance, set up two 
parallel routes from "A"' to "D" and from "C" to "B" 
by reversing levers 6,-2- and -i, and 1 1 -and X2; -then re- 
turn to the normal position levers n and 12 and reverse 
3, after which return levers 1, 2 and 3 to the normal posi- 
tion and reverse levers 10, 11 and 12. Then return 
levers 11 and 12 to the normal position and reverse 
lever 3. This will indicate that there is no conflicting 
locking in the machine which will prevent two parallel 
movements being made at the same time. Again return 
all levers to the normal position and reverse levers 7 and' 
6 and try home signals 2 and 11, to insure conflicting 
routes being locked. 

This completes the test by the interlocking plan. 

When a track layout is complicated, the route test is 
difficult and requires close attention. 

For the purpose of explaining special conditions 
which occur in testing more complicated interlocking 
layouts, we will refer to Fig. 37, and commencing with 
the locking sheet test make such explanations as may 
differ from those previously described. 

When a lever locks two or more levers, as in the case 
of lever 1 reversed locking levers 2 and 3 reversed, then 
the following procedure is necessary : 

Try lever 1. This will be locked, as it calls for levers 
2 and 3 reversed; therefore, reverse lever 20 as 2 re- 
versed locks 20 reversed, then reverse lever 2 and again 
try lever 1 to insure that it remains locked when lever 3 
is normal. Return levers 2 and 20 to the normal posi- 
tion and reverse lever 3, again trying lever 1 to insure 
it being locked normal when lever 2 is normal. Levers 
20, 2 and 1 should then be reversed and when reversed 
levers 2 and 3 should be tried to ascertain if they are 
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locked reversed by lever I reversed. A condensed idea 
of the above will be given in connection with the locking 
on lever 6. As indicated in the locking sheet, lever 6 
locks levers 13, 14 and 15 reversed; this lever should 
therefore be tested by reversing levers 13 and 14 and try- 
ing lever 6 to insure correct locking between levers 6 and 
15 after which throw lever 13 to the normal position and 
reverse 15, again trying 6 to insure the locking between 
levers 6 and 13 being correct. Return 14 to the normal 
position and reverse 13, trying lever 6 which should be 
locked, thereby insuring the locking between levers 6 
and 14 being correct. Finally reverse levers 14 and 6, 
trying 13, 14 and 15 to ascertain if they are locked re- 
versed by 6 reversed. 

To test the locking occurring on lever 9, proceed as 
follows: Try lever 9 to insure it being locked with 
lever 16 in the normal position. Reverse lever 16, then 
9 and try levers 16 and 31 to ascertain if they are locked 
correctly by lever 9 reversed. Return 9 to the normal 
position and reverse 31, trying 9 to see if it is locked 
normal by 31 reversed. Return 31 to the normal posi- 
tion and begin testing the specials by reversing 19 and 
trying 9 to see that it is locked normal by lever 20 being, 
normal with lever 17 normal and 19 reversed. Reverse 
lever 20 and then lever 9, trying levers 20 and 24 to in- 
sure them being correctly locked by lever 9 reversed 
when 17 is normal and 19 is reversed. Return 9 to the 
normal position and reverse 24, trying 9 to ascertain if 
it is correctly locked by 24 reversed when 17 is normal 
and 19 reversed. As lever 9 reversed should only lock 
20 reversed and 24 normal when 17 is normal and 19 
reversed, then to make the test of this special complete, 
two combinations should be tried : 

First with levers 17 and 19 normal; then with levers 
17 reversed and 19 normal. With the levers 17 and 19 
set for each of these two conditions it should be possible 
to reverse lever 9, at the same time that levers 20 and 24 
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are in either their normal or reverse positions, thereby 
indicating that the locking between levers 9, 20 and 24 
is only effective when 17 is normal and 19 reversed. The 
only other combination would be with levers 17 and 19 
reversed, but this condition is impossible, as 19 reversed 
locks 17 normal. 

It is advisable to explain the testing of specials used 
in connection with lever 2J as they differ somewhat 
from those previously explained. Start this test by try- 
ing to reverse lever 27. This will be impossible as 27 
reversed calls for 15 reversed; therefore, reverse 15 and 
again try 2J. It should still be impossible to reverse 27 
as 27 reversed locks 14 and 13 reversed when 17 is nor- 
mal. Reverse 14 and again try 27. This should still 
remain locked as lever 13 is in the normal position; 
return 14 to the normal position, reverse 13 and try 27, 
which should still be locked, as lever 14 is in the normal 
position ; therefore, reverse 14 and then 27, trying levers 
18, 15, 14 and 13 to ascertain if they are locked correctly 
by lever 2j reversed. Return 27 to the normal position and 
reverse 18, trying 2*j to see that it is locked normal by 
18 reversed. Return 18, 14 and 13 to their normal posi- 
tion and reverse lever 17, again trying lever 27, which 
should be locked as with 17 reversed 16 should be re- 
versed before 27 can be reversed. Therefore, reverse 
16 and then 27, trying 16 to insure it being locked by 
27 reversed when 17 is reversed. 

In connection with the test of the two specials on 
lever 27 a test should be made to insure that 14 and 13 
are only locked reversed when 17 is normal; in other 
words, when 17 is reversed there should be no locking 
between levers 27 and 14 and 13. It is also true that 
when 17 is normal the locking should not be effective 
between 27 and 16. 

The testing of this interlocking by the track layout 
will next be considered : 

The switch locking occurring between switches 14 and 
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17 should be tested by reversing lever 14, then trying 
lever 17 to insure switch 17 being locked in the normal 
position, thereby preventing a train from moving from 
signal 9 over switch 17 reversed, when a route is set 
from signal 6 over switch 14 reversed. Lever 14 should 
then be returned to the normal position, 17 should be 
reversed and lever 14 tried to ascertain that switch 14 
is locked in the normal position, preventing a movement 
from signal 6 over switch 14 reversed when a route is 
set up from signal 9 over switch 17 reversed. 

The switch locking between switches 17 and 19 is 
similar to the above and it therefore will not be ex- 
plained. 

It will be unnecessary to explain the signal test for this 
layout, as it is similar to that explained in connection 
with Fig. 36, although somewhat more extensive. 

The route test should be conducted as follows: Re- 
verse levers 20, 2 and 1, thereby setting up a route for a 
direct main line movement on track 4. Reverse levers 
13, 5 and 4 to set up a route for through high speed 
movements on track 1. Reverse levers 15, 28 and 29 
and 16, 31 and 32 to set up a route for high speed move- 
ments on tracks 2 and 3. Throw all distant and home 
signal levers to the normal position and reverse dwarf 
signal levers 24, 25, 8 and 9 to set up routes for reverse 
movements on all four tracks. Each direct route should 
also be tried with the reverse parallel routes on the other 
tracks. For instance, a direct route should be set up on 
track 4 and reverse parallel route on tracks 1, 2 and 3. 
This test will indicate that there is no conflicting locking 
in the machine that will prevent four parallel movements 
on tracks 1, 2, 3 and 4, being made at the same time. Re- 
turn all levers to the normal position and reverse switch 
lever 18 and facing point lock levers 15 and 13. This will 
set up a route from track 1 to track 2 with the exception 
of signal 25. Lever 5 should next be tried to insure that a 
conflicting movement cannot be made over switch 14 
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normal when switch 18 is reversed. Dwarf signal lever 
25 should then be reversed to complete the setting of a 
route from track i to track 2 after which direct and 
reverse routes should be set up on tracks 3 and 4 to in- 
sure that movements can be made on these tracks when 
a route is set up over switch 18 reversed. 

The route over 19 reversed from track 3 to track 4 
with signal 9 reversed and the route from track 4 to 
track 3 with 24 reversed should be set up to insure that 
movements can be made between tracks 3 and 4 at the 
same time that a route is set up for movements between 
tracks 1 and 2 over switch 18 reversed. 

Again return all levers to the normal position and set 
a route for a movement from track 1 over 14 reversed 
to track 2 the same procedure of test being employed 
as has been explained in connection with switch 18 re- 
versed. With all levers normal except switch lever 14, 
lever 25 should be tried to insure that a conflicting route 
cannot be set from signal 25 over switch 18 normal 
when switch 14 is reversed. 

Return all levers to the normal position and set up a 
route from track 1 to track 3 over switches 18 and 17 
reversed. The only possible movement that could be 
made with the switches so set would be a direct or re- 
verse movement on track 4. These routes should there- 
fore be set up to insure that such non-conflicting move- 
ments can be made with switches 18 and 17 reversed. 
Conflicting movements should be tried when switches 18 
and 17 are reversed; for instance, it should be impossible 
to get signal 2j or 28 with 18 reversed, and signal 8 
or 31 with 17 reversed. Therefore, these should be 
tried to insure that they are locked in the normal position. 

A route from track 1 over switch 14 reversed to track 
2 and back, over switch 18 reversed, to track 1, should 
"be set up and all conflicting and non-conflicting routes 
tried. 
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In making route tests it is advisable to make a list of 
all possible movements, setting up each route consecu- 
tively and trying, with each, all conflicting routes and the 
ability to set up all non-conflicting routes. 


CHAPTER VI. 

INSTALLATION AND MAINTENANCE OF LOCKING. 

When installing interlocking machines great care 
should be taken to insure the machine being level before 
the necessary parts which contain the locking are fast- 
ened to the machine legs. After the frame work and 
levers of a Style "A" machine have been installed, con- 
sisting of the machine legs, top and bottom girders, 
levers, segments and rockers, it is advisable to bolt and 
dowel the locking plates to the machine legs, after which 
the back locking can be placed in the locking plates; 
then the tappets and tappet jaws may be located, after 
which the connecting links, then the front locking and 
finally the locking plate strips may be set in place. 
When placing the back locking in the locking plates, all 
the bars for each space should be arranged and put in 
together; this procedure is also advisable with the front 
locking. 

The machine legs are numbered consecutively from 
left to right, commencing with number i, which is 
located beneath lever i ; then number 2, located between 
levers 8 and 9, etc. The locking plates are numbered 
at each end to correspond with the numbers of the ma- 
chine legs which support them. The tappet jaws and 
tappets are both numbered to correspond to the levers 
operating them. 

A dog chart (Fig. 38) indicates the method employed 
to number the back and front locking dogs of a Style 
"A" machine. 

Reference to Fig. 9 shows that three locking bars can 
be used in each back locking space, and five locking bars 
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in each front locking space. The bars in the back space 
are designated as top (T), middle (M) and bottom (B) ; 
and those in the front space as top (T), top (T), middle 
(M), bottom (B), bottom (B). Although the two top 
bars and the two bottom bars are designated by the same 
letters, T and B, respectively, this need not cause confu- 
sion, as the drilling of the dog indicates to which top or 
bottom bar it is attached. When numbering a dog, its 
position in relation to the tappets must first be defined, 
then the bar which it operates and finally the space in 
which it is located. For instance, in the figure is shown 
a dog in the first space, operated by tappet I, the locking 
bar which it operates being attached to the middle of the 
dog; this dog, therefore, would be numbered i-M-i, the 
first number corresponding to the tappet which operates 
it, the letter "M" indicating that the dog is attached to 
the middle bar and the last number showing in which 
space the dog is located. The system of numbering is 
the same for both front and back locking, the width of 
the dogs indicating whether they are to be used in the 
front or back spaces in the locking plate. 

The No. 8 special swing dogs, the tappet pieces, the 
front locking guides and the locking strips are. not num- 
bered, as they are interchangeable ; in addition to which 
the special swing dogs and tappet pieces are generally 
shipped attached to the tappets. In many instances the 
special studs upon which the special dogs swing are 
riveted to the tappets to prevent the studs from loosening 
and thus causing trouble with the locking. 

The front locking guides are shipped attached to the 
locking plates as, although these are interchangeable, it 
is advisable to have them located in the position where 
placed when the machine is constructed, as they are 
fitted at that time to guide the tappets at the points where 
they are installed. 

The front and back locking dogs and bars are shipped 
assembled, except where two bars are attached to a coup- 
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ling dog, it being advisable, in this instance, to uncouple 
the bars, to avoid breaking at the joint. 

After the frame and levers of a Saxby & Farmer ma- 
chine have been erected and lined up, the locking bear- 
ings should be attached to the machine legs; then the 
front and back rails can be fastened to the locking bear- 
ings; the locking shafts should next be placed in these 
bearings, after which the front rail caps should be bolted 
to the front rail ; the locking brackets can then be bolted 
to the rails and the longitudinal bars placed in these 
brackets, after which the special swing dogs and cross 
locks may be located, and finally the locking bracket 
caps bolted to the locking brackets. The two longitudi- 
nal bars for each space should be arranged and placed 
in the locking brackets together. 

The locking bearings are numbered consecutively 
from right to left (looking from the back of the ma- 
chine) commencing with number i, which is located in 
the vicinity of lever i. The back and front rails are 
numbered at each end to correspond with the numbers; 
of the locking bearings upon which they rest. The lock- 
ing brackets are numbered as shown in Fig. 39, the use* 
of brackets 2, 4, 6 and 8 having been unnecessary. A. 
locking shaft is numbered on its end to correspond to the- 
number of the lever operating it. The longitudinal bars; 
are numbered consecutively, commencing with number 
1, as shown in the figure, the numbers being stamped on 
each end of the bars. The locking bracket caps are not 
numbered, as they are interchangeable. 

The cross locking is marked as indicated in Fig. 39; 
for instance, in bracket 3 the cross locks are marked, 
"3 B" to indicate the locking bracket in which they are 
located. They are also numbered to correspond to the 
bars between which they extend, as in the case of the 
cross-locking in bracket 7, which extends from bar 2 to 
bar 7 and, therefore, is numbered 2 and 7, these numbers 
being placed at the opposite ends of the cross-lock. 
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The special swing dogs are marked to indicate on 
which bar and in which bracket they are located; for 
instance, in bracket 5 the special swing dog is marked, 
"4-5 B," the 4 representing the longitudinal bar on which 
the swing dog is pivoted, and the 5 B the bracket in 
which it is located. 

The locking dogs and trunnions are not numbered, as 
they are riveted to the longitudinal bars. 

After machines have been erected and disassembled for 
shipment, it is the custom to ship locking shafts with 
locking bar drivers and cranks assembled ; it is, therefore, 
unnecessary to number locking bar drivers and cranks. 

Where Style "A" machines are installed, it is advisable 
to have a window in one end of the tower, opposite the 
locking plate, through which a repairman may slide a 
back locking bar out of the locking plates without being 
obliged to remove the front locking and tappets, located 
in front of it. 

When it is necessary to make changes in the locking 
of a Style "A" machine, a form constructed from a lock- 
ing plate, in which to make new locking, will give good 
satisfaction. To make a locking form, a locking plate 
is cut in two, lengthwise. These parts are placed end 
to end and lagged to a 4" x 8" plank, the two ends being 
joined by locking guides. 

It is advisable for each interlocking foreman to have 
a set of jigs and a small drill press. The jigs can be 
purchased from the various manufacturers of signal 
apparatus. If jigs are unobtainable when a change in 
locking is necessary, the locking bars may be spotted 
for drilling by using drilled locking dogs. 

If when new or reconstructed locking is placed in a 
Style "A" machine the levers are difficult to operate, 
in consequence of the locking being too tight, the notches 
in the tappets may be filed about five thousandths of an 
, inch. If the locking requires more filing than this to 
loosen it sufficiently to secure easy operation, then a new 
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locking bar should be substituted. It is not desirable 
to file the noses of the locking dogs except in extreme 
cases. 

When a change is being made in the locking of a 
Style "A" machine, it is sometimes necessary to plug a 
notch in a tappet. This is accomplished by cutting the 
nose off a No. 16 dog and using it as a plug, it being 
secured to the tappet by a rivet, the tappet and plug 
being drilled countersunk for the purpose. It is also 
desirable to construct, as far as possible, all the locking 
necessary for a change, before the locking in the ma- 
chine is disturbed. Then as small a quantity of locking 
as possible should be taken out of the machine at one 
time, in order to avoid, as much as possible, errors by 
the signalman. Changes should be made when traffic 
is light and, to insure further protection, the latch 
handles of the distant signal levers should be discon- 
nected by removing the pins connecting them to the latch 
rod, thereby preventing the clearing of any distant signal 
and, consequently, bringing all trains into the limits of 
the interlocking under control. It is desirable to place 
with the signalman a man familiar with the necessary 
locking changes, in order to check the operating of the 
machine. Wherever feasible the locking changes, when 
once commenced, should be carried to completion with- 
out stop. 

Machines should be thoroughly overhauled once a 
week and all loose bolts tightened, as the easy operation 
of the locking depends, considerably, upon the machine 
t>eing rigid and lined up correctly. The necessary quan- 
tity of repair material to be kept on hand is governed by 
local conditions. A quantity sufficient for ordinary 
changes and repairs should be provided. As the ma- 
jority of locking parts are interchangeable, material that 
has been used should be kept for future changes ; it also 
can be used in cases of emergency, for temporary work. 

A heavy canvas placed over Saxby & Farmer locking 
will keep it in good condition. 
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Black lead dust is a very good, although somewhat 
expensive, lubricant. It should he applied to the locking 
once every two weeks, by means of a soft brush. The 
locking should be thoroughly cleaned before each appli- 
cation of black lead, this being accomplished by the use 
of a stiff brush and a bellows. If oil is used in prefer- 
ence to black lead, a good grade of lard oil will prove 
satisfactory, applications of which should be made every 
two weeks, the locking being thoroughly cleaned before 
applying a fresh coat of oil. As little oil as possible 
should be applied, as it tends to harden on the locking 
and, in consequence, makes difficult the operation of the 
machine. 


CHAPTER VII. 

TOWER DIAGRAMS AND MANIPULATION CHARTS. 

For the instruction of signalmen it is the practice to 
place in each interlocking tower a track diagram and a 
manipulation chart, the former illustrating the location 
of all tracks and signals and the latter indicating in 
which position the levers are to be placed in order to set 
up a given route. 

Where there are only a few tracks interlocked, as 
shown in Fig. 40, the tower diagram and manipulation 
chart are placed on one drawing which is about 18" 
wide x 36" long, this size being necessary that the let- 
ters and figures may be sufficiently large to enable a 
signalman to see them from any point of the operating 
side of the machine, the diagram and chart being hung 
so that they face the signalman when he is operating. 

As the methods of arranging and wording manipula- 
tion charts covering a given layout differ considerably, 
a standard method is explained. 

When proceeding to lay out a manipulation chart a 
satisfactory method is to first lay out all possible move- 
ments in one direction, indicating opposite each move- 
ment the necessary levers to reverse to set up the route 
for this movement. For instance, the first route indi- 
cated under the head of "North Bound" is "On N. B. 
Main Direct," which requires the reversing of facing 
point lock 8, to lock switches 7 and 9 normal, then 
home signal 2, to lock facing point lock 8 reversed and, 
finally, distant signal 1 to lock home signal 2 reversed. 

The second route is "From N. B. Main to Siding"; 
this requires switch and derail 9, facing point locks 8 
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and io and home signal 3, the levers being placed in the 
order indicated as it is necessary to reverse switch and 
derail 9 before locking them with facing point locks 8 
and 10, after which signal 3 is cleared, which action locks 
the preceding levers and gives a clear route from the 
main to the siding. 

The third route is "On S. B. Main Reverse," which 
requires facing point lock 6 to lock switch 7 normal, 
after which dwarf signal 4 may be cleared. 

The fourth movement is "From S. B. Main to N. B. 
Main," which necessitates first the reversing of switches 
7, then facing point lock 8 to lock switch 9 normal and 
the north end of crossover 7 reversed ; next facing point 
lock 6 is reversed to lock the south end of crossover 7, 
after which dwarf signal 4 may be cleared. 

The fifth movement is "From S. B. Main to Siding," 
the switch and derail 9 being first reversed, then facing 
point lock 10, to lock derail 9; next switches 7 are re- 
versed and facing point locks 8 and 6 to lock both ends 
of crossover 7, after which dwarf signal 4 may be 
cleared. 

The south bound movements can be followed from 
the foregoing explanations. 

The important points to consider when laying out 
manipulation charts are first to secure a correct order of 
the levers, so that they may be reversed in the order 
shown on the chart, and then to so arrange them that a 
convenient order for operation will be secured. For in- 
stance, in the last movement under the heading of "North 
Bound," it would have been possible to arrange the levers 
in either of the following ways : 7, 6, 9, 10, 8 and 4, or 
7, 9, 6, 8, 10 and 4, neither of which is as satisfactory 
as the order shown. This point is of little consequence 
in small machines, but should be taken into consideration 
when large manipulation charts are made. 
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